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YOU know the BEST Jacket 
Crown for you is made like you 
want it... to please you and 
your patient too. It is your 
opinion that really counts, Doc- 
tor, because you know Dentistry. 


Our constant repeat orders are 
proof that you will be pleased 
but the BEST proof for you is to 
make a personal test and see 
for yourself . . . see if our Ex- 
clusive Porcelain Work is the 


BEST for YOU. 


THE PITTSFIELD 
BUILDING TOWER 
SUITE 3503 


55 EAST WASHINGTON 
STREET 


CHICAGO 


ay 
Telephones Central 0557-0558 


























GROWING—Keeping Pace... 


In the center of Chicago’s A-rated downtown professional district 
stands the Marshall Field Annex Building. It is recognized as the 
leading office building where professional people are well 
equipped, with facilities always kept up-to-date. 


Growth is an important element in the careers of successful men 
as well as their surroundings. Growth is an essential part of the 
Field Annex modernization plan for keeping pace with profes- 
sional needs. Today’s new elevator cabs and equipment now in 
the process of installation are another step in this continuous 
growth. 


Here you may open a new office with confidence that you will 
always be in the center of Chicago's high class professional dis- 
trict, in a building which keeps pace with the times. 


THE MARSHALL FIELD AND COMPANY 
ANNEX BUILDING 


Office of the Building . Suite 1206 
25 EAST WASHINGTON STREET * PHONE STATE 1305 
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‘ARABIAN NIGHTS IN DENTISTRY” 








In "Arabian Nights in Dentistry" the story of 
restorative dentistry and its esthetic possibilities is interestingly 
and clearly related through the generous use of “before and 
“el pictures. A few of the many pictures employed are shown 
ere. 


"Arabian Nights in Dentistry" is unquestionably one of the most 
attractive books ever prepared for the education of a dental 
patient. You will use it often for the vivid manner in which it 
emphasizes the importance of good dentistry. 


Phone or write your Ticonium Laboratory for a copy of this splen- 
did book "Arabian Nights in Dentistry." 


CHICAGO 


R. D. Elmer & Co., 55 E. Washington St.—Phone Central 5426 

Illinois Dental Laboratory, 4010 W. Madison St.—Phone Nevada 0088 

Oral Art Laboratory, 25 E. Washington St.—Phone Dearborn 8770 

M. E. Naughton, 7854 So. Eberhart Ave.—Stewart 0243 

Uptown Dental Laboratory, 4753 Broadway—Phone Long Beach 5480 
* * * 

Campbell Dental Laboratory, 322 Illinois Bldg., Champaign, Ill. 

Dental Arts Laboratory, Jefferson Building, Peoria, Il. 

McInnes Dental Laboratory 1110 Talcott Building, Rockford, Ill. 

Milton Dental Laboratory, 617 Myers Building, Springfield, Ill. 
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HARPER'S 


TECHNIC AND ALLOY 


Dr. Wm. E. Harper gave dentists a perfect amalgam technic; also a per- 
fected alloy. When used together, strong-edged and frost-white fillings are 
assured. 


Medium and Quick-Setting alloys are put up in 1 and 5 ounce bottles. 


The price is reasonable and the alloy is surpassed by none. A copy of 
the technic is enclosed with each bottle of the alloy. 


1 oz., $ 1.60 
5 oz., 7.00 
10 oz., 13.50 


Harpers Amalgam Trimmer with Blade is another article of Dr. Harper's 
which no dentist should be without. Price $1.50. 


Order from your dealer or direct from 


DR. WM. E. HARPER 


6541 Yale Ave. Chicago, Ill. 
































NOBILIUM 


“The Aristocrat of Stainless Alloy” 


Our mail order department is efficiently operated. Your work is assured of 
prompt attention by our skilled technicians. Send us your next case. 


SCIENTIFIC DENTAL LABORATORIES 


55 E. WASHINGTON ST. State 7453-54 CHICAGO, ILL. 














Do Patients Think of You 
Twice a Year...or Twice a Day? | 





The dentist whose patients consider him 
a factor in their every day lives is usually 
the dentist who enjoys a successful prac- 
tice. For “personal service” is the founda- 


tion of patient loyalty. 


Just as the M.D.’s prescriptions for 
home-care are a constant reminder of the 
service he gives, so your prescription of 
PYCOPE Tooth Powder and Brush can be 
of twice-daily service to your patients. 
Ethical products, never publicly adver- 
tised, they represent your special knowl- 
edge . . . symbolize a sincere concern for 


your patients’ well-being. 


It’s Good Practice To Prescribe 


PYCOPE 


PY-KO-PAY 
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PYCOPE “Council Accepted” TOOTH 
POWDER can’t mat a brush. ..isimmedi- 
ately soluble... contains no glycerine, grit, 
acid, soap ... no sodium perborate. 
PYCOPE BRUSHES have small heads, 
rigid handles . . . scientifically spaced bris- 
tles, wedge-cut tufts... a two-month guar- 
antee. Educational folder included. 
PYCOPE, Inc., 2 HighSt., Jersey City, N.J. 


TOOTH POWDER & TOOTH BRUSHES 
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A DOCTOR SAYS: 
“Knowing that there is 
such a competent organisa- 
tion prepared and ready to 
protect me against un- 
scrupulous and designing 
persons gives nie a feeling 
of confident assurance that — 
adds greatly to my peace of soli 
mind.” - . 
Stressbreaking Designs 
by Mr. L. M. Farnum 


MONROE DENTAL CO. 


LABORATORIES 
55 E. Washington Chicago 
Ee (TR 
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Doctor, let your scrap gold pay for your vacation 


Send your accumulation to GOLDSMITH today! Our check will be mailed you immediately, and 
will cover the full platinum and palladium as well as gold content of your scrap. 


: CLIPPINS INLAYS PLATINUM 
Include your: CROWNS FILINGS AMALGAM 
BRIDGES GRINDINGS SWEEPINGS 


We have been refiners to the dental profession for more than 70 years. 


GOLDSMITH BROS. SMELTING & REFINING COMPANY 


NEW YORK Established 1867 TORONTO 
DETROIT 58 EAST WASHINGTON STREET, CHICAGO MONTREAL 


Manufacturers of Scientifically tested dental golds—Distributors of Trubyte Teeth and Steele’s Facings 




















A7 











et 


=~ 





a 





Inspect all four ... at once 


then choose 
YOUR ROOM COOLER 





Now you won't have to “shop” all 
over the city to see the leading makes 
of electric room coolers. Four outstanding makes are 
displayed in operation, in the room cooler section of 
our air-conditioned downtown store. 


Here you may inspect the new 1941 Carrier, General 
Electric, Philco- York, and Westinghouse electric room 
coolers shown in that order below. 


One look at the current weather reports should urge 
you to visit this room cooler display just as soon as you 
can. 


Come in and get the facts—plan to profit both physi- 
cally and financially by keeping your office and home 
comfortably cool all summer long. 





COMMONWEALTH EDISON COMPANY 


72 West Adams Street 

















In Prosthetics 
You Can Depend On— 


TRAGE maak 
MABTHYL METHACRYLATE RESIN 


DENTURE MATERIAL 






You wouldn’t 
depend on 


SPRING SCALES 


to weigh your 


scrap gold 


Your wife would never worry 
about a half-ounce error in 
weighing a fish. But half an 
ounce of gold is serious 
business! 

Specialization for the pur- 
pose at hand is equally serious 
in denture materials. 

Although a material not 
specifically made for dentistry 
may not be harmful, neither 
is it sure to be safe. Specify 
Lucitone — the lifelike mate- 
rial tested and guaranteed by 


both Du Pont and Caulk. 


THE L. D. CAULK COMPANY 
Successor toC. L. FRAME DENTAL SUPPLY CO. 


10th floor 


Marshall Field Annex Bldg. 


Chicago, Ill. 

















Pat. May 21, 1940 


This Wonder Electric Mortar and 
Pestle assures uniform results . . . 
Its mix is a smooth fine texture 
always the same. The Wig-l-bug 
eliminates human error, unnecessary 
waste of alloy and mercury. It stand- 
ardizes technic and not only makes 
better fillings but makes them faster 
.-- Only 7 to 10 seconds are required 
to triturate enough amalgam for 
an ordinary size filling with the 
Wig-!-bug and your favorite alloy. 
Get complete information about this 
extremely helpful 
Crescent device 
without obliga- 
tion. Write today. 








Model No. 3A 


Through your dealer or direct 


CRESCENT DENTAL MFG. CO. 
1839 S. Crawford Ave., CHICAGO 
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OLD Gold, SILVER, tt 


| Senay . FILINGS, SWEEPS 
WE PAY HIGHEST MARKET PRICES 
The J. M. NEY Ge. 


1811 Pittsfield Bldg. Chicago, Ill 
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5.5. WHITE PLASTIC OUTFIT No. 48 





*10 ounces True Dentalloy “‘A’’ Cut 
or Regular Cut (2 5-oz. bottles) 
1 ounce True Dentalloy Sigrens 
1 Mercury Dispenser with empty 
Y, pound Mercury Bottle 
T Filling Porcelain Improved 
Powders 
Full Portions 
1 No. 20, Pale Yellow 
2 No. 21, Light Yellow 
1 No. 22, Yellow 
1 No. 23, Pale Yellow-Gray 
1 No. 24, Yellow-Gray 
1 No. 26, Gray-Yellow 
1 Trial Portion Filling Porcelain 
Improved Powder, No. 
3 Bottles Filling Porcelain Improved 
Liquids 


1 Trial Portion Filling Porcelain 
Improved Liquid 
1 Bottle Cavity Lining and Varnish 


with Solvent 

Powders Zinc Cement Improved 
One Full Portion Each 

No. 11, Pure White 

No. 12, Tooth Yellow 

No. 13, Incisal Gray 

No. 14, Gingival Brown 

Powders S. S. White Red Copper 

Cement 

Powder Silver Cement Improved 

Bottles Liquid—for Zinc Cement 

Improved, Silver Cement Im- 

proved, and Red Copper Cement 

10 Tubes Elastic Colloid 


- 


cos 


~— 


All these items are packed in 
a handsome correspondence tray 
—ideal for office or home use. 


Value $64.25 
Price $4.§-00 
Saving $16.25 


*Specify True Dentalloy Cut 
“A” or Regular at time of order- 
ing. 

The above items more than 
comply with A. D. A. Specifica- 
tions. 





THE S. S. WHITE DENTAL MFG. CO. 


55 E. Washington Street 
Chicago, Ill. 


Jefferson and Fulton Streets 
Peoria, Ill. 
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DR. NEIL D. VEDDER 
PRESIDENT-ELECT 


ILLINOIS STATE DENTAL SOCIETY 


Dr. Neil D. Vedder, of Carrollton, was recently designated as president-elect of 
the Illinois State Dental Society after a long record of service to organized dentistry. 
Dr. Vedder was born on October 29, 1880, in Carrollton. He received his dental 
degree from the University of Michigan Dental School in 1901 and entered private 
practice in his home town. In the years that followed he held many important 
positions in dental, civic and fraternal organizations. 

During the recent meeting at Peoria Dv. Vedder served as chairman of the impor- 
tant Clinic Committee. Previous to that he had served a term, 1937-1940, as a mem- 
ber of the Executive Council. For eight years he was a member of the local board of 
education and he also served a similar term as a member of the Carrollton city 
council. Following this he was elected to three terms as mayor of Carrollton. He 
has been an active member of the Masons, Elks, Eagles, Lions and Delta Sigma 
Delta Fraternity. 

Dr. Vedder brings to his high post in the Illinois State Dental Society a long ex- 
perience with its affairs. In addition he has the competence of the trained executive 
and administrator with which he has marked his entire career. Under his gavel, which 
he will take up in 1942, the state society may anticipate a year of enthusiastic leader- 
ship and unselfish service. 














The Mlinvis Dental Journal 





VoLuME 10 


June, 1941 


NUMBER 6 





THE PRESIDENT’S ADDRESS 
77TH ANNUAL MEETING OF THE STATE 
SOCIETY* 


By Joun J. Donetan, D.D.S. 


“Uneasy lies the head that wears a 
crown” is an observation, as are most 
from Shakespeare, with broad present 
day applications and deep implications. 
During the past year I have observed 
a gigantic panorama of a _ changing 
world with all of the uncertainty and 
uneasiness that are present within it. 
Notwithstanding the direct effects which 
the events of the past year have had 
upon the civilized world, our Society has 
endeavored to retain that balance which 
would enable it to carry on in its service 
to mankind and to country. In our 
efforts there have been many splendid 
compensations and this morning dis- 
covers not the least of these in the priv- 
ilege of greeting you as president of the 
Illinois State Dental Society. 

The ancients believed that seven was 
a lucky number and I understand that 
there are those who still believe that the 
number seven has a fortunate signifi- 
cance. This meeting should be twice- 
fortunate then, for it is the 77th Annual 
Meeting of the Illinois State Dental 
Society. It is the nineteenth meeting at 
which the Peoria district of the Society 
has been our host. Meetings in Peoria 
have always been successful meetings. 


*Read by President Donelan at the First Gen- 
eral Session of the 77th annual meeting of the 
Illinois State Dental Society, May 18, 1941, at 
Peoria, Illinois. 


Our colleagues of this component under- 
stand the genial art of playing host and 
I believe that we have already had ample 
evidence of their thoughtfulness and 
their generosity. In behalf of the So- 
ciety I thank our hosts and assure them 
of our earnest appreciation. 

There is another group of men within 
our ranks who have earned our grati- 
tude and when I say that they have 
earned this gratitude, I mean exactly 
that. These are the men who have 
worked unceasingly in our interest for 
the last twelve months as members of 
the various committees of the Society. 
As your President, I have been in a 
position to observe the activities of these 
men and I can, and do, say to you that 
they have been diligent, intelligent and 
constant in their efforts and helpfulness. 
Please understand that it is impossible 
to mention the names of all the men 
who have shown their zeal and have 
expended their energies in the affairs of 
the Society during the year. 

The address of every retiring presi- 
dent is an accounting of his stewardship 
in office. But more than a mere rela- 
tion of the experiences he has had and 
of the projects that have been under- 
taken and carried to completion is re- 
quired. An outgoing president should 
make some attempt to sound a note that 
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will be helpful to the Society in the 
times that lie ahead. 


Preparedness 


Today, an address such as this must 
be concerned with the role that the 
dental profession will play in programs 
of national preparedness and defense. In 
all departments, local, state and na- 
tional, dentistry is offering 100 per cent 
of its cooperation to all agencies further- 
ing this cause. A problem has arisen, 
however, which we think will affect the 
future ability to render dental services 
to the military and civilian population 
of this country. At the present time 
fewer students are being graduated from 
the dental colleges of the United States 
than are needed to replace the vacancies 
that occur through death and retirement. 
In spite of this situation men who are 
established in dental practices and dental 
students as well, are being drafted into 
the ranks where they cannot use their 
special training for the improvement of 
the health of the soldier or prepare 
themselves to render dental service to 
the public in the future. Every effort is 
being made by organized dentistry to 
call this fact to the attention of those 
officials in Washington who have the 
responsibility of conserving resources 
during the present emergency. This 
waste of manpower in expecting den- 
tists to serve as private soldiers is ap- 
palling. 

Since the preparation of this address 
copies of two telegrams have been re- 
ceived through the Dental Preparedness 
Committee of the American Dental As- 
sociation. The first is from the Adjutant 
General’s Office, War Department, and 
deals with the “appointment in the Den- 
tal and Veterinary Corps Reserve of 
inducted individuals.” The text of this 
message, which was addressed to “the 
Commanding Generals of all Field 
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Armies, Corps Areas and Departments”, 


follows: 

“Individuals who are qualified 
for appointment in the dental and 
veterinary corps reserve who have 
been inducted under the provisions 
of the Selective Training and Serv- 
ice Act of 1940 should be encour- 
aged to apply for appointment in 
order that they may serve in a pro- 
fessional capacity. Individuals ac- 
cepted for appointment will be dis- 
charged and ordered to extended 
active duty for a period of twelve 
consecutive months.” 

The second telegram was sent on 
April 30 by Brigadier-General Lewis 
B. Hershey, Deputy Director of the 
Selective Service System, to all state 
directors of the Selective Service Sys- 
tem. The text of the message follows: 

“Recent report of Labor Divi- 
sion, Office of Production Manage- 
ment, demonstrates growing over- 
all national shortage of medical 
doctors, dentists, interns, medical 
and dental students and _ stresses 
importance of deferment in proper 
cases. Memorandum to all state 
directors 1-62, April 22, 1941, is 
hereby amended to add medicine 
and dentistry to list of special 
studies in which ‘dangerously low 
level of manpower is found to exist’ 
and removed from list of pending 
studies. Detailed release on subject 
is being forwarded by mail.” 

These official actions by authorities 
in Washington would seem to remove 
the immediate danger of depleting den- 
tal manpower by inducting dentists and 
dental students into the army. Dentists 
who have been inducted as privates may 
now apply for commissions and dental 
students will be deferred under given 
conditions. The profession will be wise, 
however, to take such steps as are neces- 
sary to conserve its resources in the face 
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of a diminishing supply of dental school 
graduates. 

The men who leave their practice to 
enter military service should be given 
some assurance by their colleagues that 
efforts will be made to protect the prac- 
tices from degeneration. A plan for 
such protection has not yet been de- 
veloped but should be given immediate 
and thoughtful consideration. 

We have other problems that bear on 
military preparedness. One of them is 
found in the migratory population that 
results from accelerated defense activi- 
ties. These migratory workers need den- 
tal care and this Society might well 
undertake a survey to determine what 
communities are in urgent need of den- 
tists as a result of swollen populations 
produced by preparedness activities, and 
what communities are left without sufh- 
cient dentists as a result of the call to 
military service. This Society has the 
long range responsibility of preparing 
the mouths of young Americans so that 
they will be ready to take their places 
in the military organization free from 
dental disease. Thus each one of us has 
a chance to do his part in total defense 
preparation. 

In this matter of dental preparedness, 
we have a specific report to make. This 
year the Military Affairs Committee has 
been expanded. The Executive Council 
has recommended the waiver of dues for 
members who are called to service in the 
armed forces of the United States. We 
have secured a dental member and an 
alternate for the 361 draft boards in the 
state and dental members for the forty- 
one Medical Advisory Boards as well. 

It has been the purpose of this ad- 
ministration to apply the principles of 
democracy in all of its undertakings. 
To that end, the dentists selected for 
service on draft boards were named by 
component societies of districts where 
members were to serve. 
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As another effort in the dental pre- 
paredness program which is so important 
at the present time in our professional 
life, I am pleased to report that 68 per 
cent of the membership of the Illinois 
State Dental Society has returned the 
questionnaires sent out by the American 
Dental Association. ‘These question- 
naires were intended to fulfil a twofold 
purpose: first, to supply the necessary 
data on which the American Dental As- 
sociation could construct a satisfactory 
program for both military and ‘civilian 
populations; second, to make data avail- 
able for an up-to-date directory of the 
dentists of the country. 


Membership 


The membership of this Society 
reached a new high level in 1940. The 
total membership is 4,680 and of these 
605 are Life Members. This growth 
is due to the appreciation by our mem- 
bership of the many excellent programs 
instituted for their welfare throughout 
the seventy-seven years of our history as 
a state society. 

In past years our gains have been 
offset by non-payment of dues. During 
1940, through the complete cooperation 
of state society officers, component presi- 
dents and secretaries, a new low of 
eighty delinquents was reached. Thir- 
teen components of the twenty-two that 
constitute our Society achieved 100 per 
cent in the retention of their member- 
ship. This is another record for 1940. 

The Membership Committee was 
very ably assisted by the activities of the 
Study Club Committee and the Com- 
mittee on Dental Health Education. 
Your committee will continue the work 
necessary to obtain new graduates, 


eligible non-members and the reinstate- 
ment of former members so that we all 
may benefit from the efforts of a united 
profession in Illinois. 
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Each year dentists and dental organ- 
izations grow increasingly more con- 
scious of their responsibility in directing 
the dental aspects of public welfare pro- 
grams. We may predict with fair rea- 
sonableness that the future will see in- 
creased undertakings on the part of 
governmental agencies. It should be our 
intent and our ambition to be the direct- 
ing and guiding force in all such dental 
health programs. 

The work of the Public Welfare 
Committee may be divided into three 
main parts: (1) the National Youth 
Administration program; (2) the Farm 
Security Administration program; (3) 
the Old-Age Assistance program. 

National Youth Administration. The 
NYA is an agency of the federal gov- 
ernment which is devoted to aiding 
youth. Because the youth in many out- 
of-school programs live entirely in Resi- 
dent Centers, NYA has assumed certain 
responsibilities for their health in a pro- 
gram having three objectives: (1) physi- 
cal appraisal by means of technically 
competent health examinations of every 
youth assigned to the NYA out-of-school 
program; (2) correction of health de- 
fects through maximum utilization of 
community resources, through the use of 
supplementary medical and dental serv- 
ices where possible, and through the de- 
veloping in youth of an interest in im- 
proving their health by their own 
personal efforts; (3) improved technical 
advice and assistance with respect to all 
NYA efforts having a direct bearing on 
the health of workers, such as nutrition, 
sanitation, physical development and 
recreation. 

Because every state NYA agency has 
a wide jurisdiction in developing such a 
program in its own area, some difficulties 
may arise in securing proper methods 
for the operation of the program. This 
has been the case with the dental pro- 
gram in several states where it has been 
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established without consultation of the 
dental societies. The fee often is so 
small that a high quality service cannot 
be given. 

The Public Welfare Committee was 
anxious not to have such an undesirable 
pattern develop in Illinois. Correspond- 
ence was initiated with the state NYA 
director with the following results: 
NYA will consult with the state and 
proper component societies. Through 
this arrangement it is believed that the 
public and the Society will be safe- 
guarded against the introduction of any 
undesirable plan. 

Farm Security Administration. This 
is a federal agency which aids agricul- 
tural families in needy rural areas 
through making small annual loans 
which are repaid by the family as it 
rehabilitates itself through the program. 
Inasmuch as health is an important fac- 
tor in the economic rehabilitation of a 
family, dental programs are being de- 
veloped by the Farm Security Adminis- 
tration in many states. The dental pro- 
gram in Illinois has not proceeded very 
far but when such development does 
take place the Public Welfare Commit- 
tee will submit a plan based on its study 
of FSA plans in other areas. 

Old-Age Assistance Program. Under 
the old-age assistance plan monthly sums 
are paid to eligible aged persons. Under 
certain conditions grants are made to 
these persons for needed medical and 
dental services. The dental service, 
however, is limited largely to full and 
partial denture restorations because of 
the age of the persons involved in the 
program. These dental grants are 
usually paid to the person needing the 
service who, in turn was to pay the den- 
tist. This method was not satisfactory 
and officials of the Old-Age Assistance 
Bureau asked for advice and aid from 
the Illinois State Dental Society. The 
task of working out a program was as- 
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signed to the Public Welfare Committee 
which now has a subcommittee at work 
on the details of a program that will be 
applicable throughout the entire state. 
This program will involve a fee sched- 
ule, limitations and specifications of 
service, and methods of payment. 


Education 


In the state of Illinois there are three 
excellent dental colleges. All have con- 
tributed generously of their facilities and 
their talents in creating programs for the 
Illinois State Dental Society. The 
faculties of the three schools have been 
unselfish in their teaching in the study 
club groups throughout the state. But 
the dental colleges of Illinois, in com- 
mon with those throughout the nation, 
are faced at the present time with a 
great danger which is a part of the 
present national emergency. Unless some 
changes are made in the Selective Service 
Act regulations, it is conceivable that 
our dental schools will be emptied of 
students. Not only would this mean the 
stopping of the educational process and 
the preparation for life work in den- 
tistry, but it would also mean an acute 
and immediate suffering by the popula- 
tion of this state because of the depletion 
of the supply of dentists. 

Although the population of the 
United States has increased in the last 
decade, the number of dental graduates 
in proportion to the population has de- 
creased. It is properly the responsi- 
bility of the Illinois State Dental So- 
ciety, rather than of the schools them- 
selves, to point out to the people of this 
state the danger that may come from a 
rapidly decreasing dental profession. 


Dental Health Education 


Our duty as individual practitioners 
is to educate our patients to the best of 
our ability regarding the facts of oral 
health. If we multiply the individual 


by more than 4,000 to produce the great 
Illinois State Dental Society we have 
the added responsibility, as an organiza- 
tion, of educating all the people in this 
state on the subject of dental health. 
Public dental health education embraces 
the fundamentals upon which rest the 
structure of the dental profession. No 
dentist should be satisfied simply to per- 
form technical operations successfully, to 
collect his remuneration and rest smugly 
in the delusion that he has accomplished 
his full duty toward humanity and his 
profession. The more desirable concept 
is that dentists, individually and collec- 
tively, realize that theirs is the responsi- 
bility of maintaining the standing of the 
profession. This importance and stand- 
ing of the profession will rise in direct 
proportion to the effort put into guiding 
and directing public dental health edu- 
cation. It is my belief that public health 
programs are the direct responsibility of 
all private practitioners of medicine and 
dentistry. 

The component societies should be en- 
couraged to plan dental health educa- 
tional programs beyond what is being 
done by the Division of Dental Health 
Education. The services of the Divi- 
sion should be sought to encourage lag- 
ging interests as well as to aid in the 
development of a program. 


Dental Health Institutes 


The Dental Health Institutes attempt 
to carry postgraduate instruction to the 
dentist in his own community. During 
the year seven Dental Health Institutes 
have been held in the downstate districts 
and three in the Chicago area. The re- 
sponse has been encouraging. The pro- 
grams of the Institutes have been con- 
cerned with dentistry for children. In 
the future it might be well if two speak- 
ers were placed on each program, one to 
discuss dentistry for children and the 
other, some phase of general practice. 
By combining subjects in this way a 
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larger attendance might be anticipated 
at these sessions. At this point, we wish 
to acknowledge the cooperation of col- 
leagues from other states who supplied 
us with speakers for these Institutes and 
to mention our appreciation of the words 
of these speakers themselves. 


Study Club 


On the roster of the Study Club Com- 
mittee are the names of 170 speakers. 
These men can discuss twenty different 
phases of dentistry and they will go to 
any place in the state of Illinois to pre- 
sent their material before component 
societies. They do this for their ex- 
penses and the modest honorarium of 
fifteen dollars a day. That many so- 
cieties have availed themselves of this 
service is encouraging to the officers of 
the Illinois State Dental Society. 


Division of Dental Health Education 


It is a strong conviction of the dentists 
of this state that dental health is im- 
portant enough to require a separate 
division in the State Department of 
Public Health and that any effort by 
any group to make dentistry subsidiary 
to any other division in the Department 
should be considered as a backward step 
and as an unfriendly gesture. There 
are at least five reasons why dental 
health should be included in a _ co- 
ordinated health program: 

1. Dental health is now recognized 
as one of the most important phases of 
child health inasmuch as dental caries 
begins as early as two years of age. 

2. A dental program should be 
directed by a dentist because a dentist 
is familiar with prevailing conditions 
and knows the psychology of his profes- 
sion. No program of this type can suc- 
ceed without the cooperation of organ- 
ized dentistry. 

3. Public health dentists are now 
specialists in the general field of public 
health. They are trained in general 
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dentistry as well as in dentistry for chil- 
dren. ‘These men are qualified in gen- 
eral public health methods and in their 
application to particular dental prob- 
lems. 

4. Dentists qualified in the special- 
ized field of dental health are the only 
logical ones to coordinate dental health 
programs with general programs for 
health, 

5. Dentists trained in public health 
work are able to evaluate the general 
health program and interpret it to the 
dental profession, thereby assuring its 
close cooperation. 

It is a distinct pleasure to report that 
the Director of the Division of Dental 
Health Education, the four graduate 
dentists and the four registered nurses 
in the Division have been certified by the 
Civil Service Commission of the State 
of Illinois. It is also pleasing to report 
the renewal of the position of State 
Supervising Dentist in the State Depart- 
ment of Public Welfare. 

Owing to the varied activities of the 
Committee on Dental Health Education 
and the Division of Dental Health Edu- 
cation in developing dental health edu- 
cational programs, I feel that it would 
be advisable each year to appoint the 
Chief of the Division or the Chairman 
of the Committee on Dental Health 
Education as a member of the House 
of Delegates of the American Dental 
Association. This would keep the com- 
mittees abreast of the various plans 
advocated by the American Dental As- 
sociation. I also feel that the Chief of 
the Division of Dental Health Educa- 
tion should be requested, during the 
annual meeting, to make a report at a 
General Session. This practice would 
keep the members of the Illinois State 
Dental Society well informed on the 
activities of that Division. 

The mail order laboratory evil is be- 
ing handled by the United States Post 
Office Department. This matter is be- 
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ing prosecuted vigorously and a death 
blow to this fraudulent industry may be 
expected as soon as the government acts. 

The problem of the dental laboratory 
which serves the public directly and 
which does not use the mails may be 
solved within a few months through a 
ruling of the Illinois Supreme Court 
provided, of course, that this ruling is 
favorable to the interest of the public 
in this matter. 


American Dental Association Relief 


One of the most magnificent under- 
takings of the dental profession is the 
American Dental Association Relief 
Fund. At the present time there is a 
notable sum which is used for the relief 
of suffering among our colleagues. I am 
pleased to report that the contributions 
of the State Society were 15 per cent 
larger this year than in the previous 
year. This voluntary contribution made 
to meet the needs of colleagues in dis- 
tress is one of the finest examples of 
unselfishness and brotherly spirit in the 
profession. 

Dentists are not included under all 
titles of the Social Security Act. Den- 
tists are not protected by pension and 
retirement systems such as are found in 
industry. Dentists must plan for their 
own futures and sometimes in this plan- 
ning things go awry and misfortune 
overtakes them. It is then that they 
may turn to the strong and benevolent 
hand of the Relief Fund of the Ameri- 


can Dental Association. 
American Red Cross 


Not only are dentists generous in their 
help to their unfortunate colleagues, but 
they show their civic responsibility by 
contributing to the Red Cross Fund. 
During the last year each component 
president selected a committee and made 
a personal appeal for voluntary contribu- 
tions to the American Red Cross Fund. 
In each community the amount con- 


tributed was more in dollars than the 
total membership of each component. 


Special Committee on Redistricting 


For several years there have been sug- 
gestions that the Society be redistricted 
to follow the general trends of congres- 
sional redistricting. ‘The general intent 
is to have fewer and stronger component 
societies. ‘There is, however, no report 
to make of any definite action at the 
present time. 


The Retail Occupational Tax 


Through the efforts of committees of 
the Chicago Dental Society and of the 
retail dental dealers of Chicago favor- 
able changes have been made in the sales 
tax regulations. The point of view that 
the practice of dentistry is a professional 
service and not a sale of commodities 
and that the consumable items used in 
dental practice should be exempt from 
the retail occupational tax was expressed 
to state officials. This means that, with 
the exception of equipment and the 
capital goods used in dentistry, all items 
of a consumable nature are exempt from 
the Illinois sales tax. This represents 
a distinct saving to the dentists of the 
state, 

It would be heartening to think that 
this saving of 3 per cent might be placed 
in a voluntary fund by the dentists of 
this state to establish some kind of 
group-retirement plan. This matter of 
self-help within the profession is one that 
should be widely encouraged. 


Official Publication 


For almost a year the complete con- 
trol of the ILLINOIS DENTAL JOURNAL 
has been in the hands of the Society. 
Advertising solicitation, production of 
the magazine and general management 
have been under the sole direction of 
officers of the Society. We feel that 
this change has been advantageous to the 
Society. 
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There is a widespread feeling that 
those persons engaged in health service 
activities should be organized into some 
form of inter-professional council. With 
that in mind, members of the Illinois 
State Dental Society have met with 
members of the medical, pharmaceutical, 
nursing and hospital management groups 
with the idea of creating a council. The 
purposes of this council are “to promote 
the science and the art of the practice 
of the aforesaid professions in so far 
as they affect the progress, the develop- 
ment and the practice of the healing 
arts in the state of Illinois; to lend sup- 
port to the program in matters of com- 
mon interest shared by other health 
agencies engaged in the control or 
eradication of diseases that endanger 
human life; to cooperate with the state 
and government agencies having for 
their purpose the dissemination of pub- 
lic health information which we believe 
will improve hygienic standards of liv- 
ing in the state of Illinois.” 


Intra-Professional Cooperation 


It is commendable to seek coopera- 
tion with other groups in the healing 
arts but it is most important to have 
cordial relationships among the groups 
operating within the dental profession. 
We as practitioners have objectives and 
ideals common to all persons engaged in 
the science and art of dentistry. We 
should cooperate with the Dental As- 
sistants’ Association and the representa- 
tives of the dental laboratories. We are 
mutually dependent upon each other 
and, in such mutuality of interest, we 
should enjoy the most friendly coopera- 
tion. 


Life Membership 


Life members do not pay any dues 
to the State Society. With the expan- 
sion of activities, such as we have ex- 
perienced in the past few years, this is a 
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In the years 
past, many dentists did not join the so- 
ciety until several years after gradua- 
tion; today dental students are junior 
members and upon graduation become 
full-fledged members in the society. This 
means that after twenty-five years, these 
men will become eligible for life mem- 
bership at about the age of fifty. At a 
time when they have reached the height 
of their professional careers, the small 
annual dues of the society do not inflict 
a hardship. 

Many states in which the life mem- 
bership plan is followed have already 
adopted changes to take care of this 


definite financial burden. 


condition. The granting of a life mem- 
bership after twenty-five consecutive 


years in the Society is retained with the 
additional qualification that the mem- 
bers are not exempt from dues until they 
reach a specific age limit. 

At this meeting action will be taken 
on the following amendment to Article 
VIII, Section 3, of the Constitution and 
Article IX, Section 2, of the By-Laws. 

Amendment to Constitution: To 
strike out Section 3 of Article VIII of 
the Constitution and substitute the fol- 
lowing to be known as Section 3: 


“Life Members shall be such ac- 
tive members of the Illinois State 
Dental Society as have been in good 
standing for a period of twenty- 
five consecutive years, and those 
active members who on_recom- 
mendation of the Executive Council 
may be voted a Life Membership 
by a two-thirds vote at any annual 
meeting. They shall be exempt 
from the payment of dues appor- 
tioned to this Society after they 
have reached the age of sixty (60) 
years, but not from the dues appor- 
tioned to the American Dental As- 
sociation. ‘They shall have all the 
rights and privileges of active mem- 
bers, shall be eligible for election to 
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any office, and shall be governed by 
all rules of this and their compon- 
ent Society whether retired from or 
still engaged in active practice.” 


Amendment to By-Laws: To strike 
out Section 2 of Article IX and sub- 
stitute the following to be known as 
Section 2: 

“Corresponding and _ honorary 
members shall be exempt from the 
payment of all dues. An active 
member having paid annual dues 
for twenty-five consecutive years 
shall be exempt from the payment 
of dues apportioned to this Society 
after he has reached the age of 60, 
and shall retain his Life Member- 
ship as long as he remains a member 
of his component society. A Life 
Member retired from dental prac- 
tice and not associated with any 
commercial dental enterprise except 
scientific publications or activities, 
shall be exempt from this clause.” 
After the recitation of these events 

of the past year within the Society I 
will, perhaps, be excused if I make a 
few general remarks. I should like to 
point out with all the vigor at my com- 
mand that this state society is for all 
the members. The important Chicago 
Dental Society is a component of this 
state society and we are all, regardless 
of our place of residence, properly proud 
of it and its magnificent annual Mid- 
winter Meeting. 

It might be well if in the future the 
President’s Address be delivered on his 
induction into office rather than on his 
retirement. Such is the practice in the 
government of the United States and in 
the state of Illinois. An inaugural ad- 
dress to forecast the exigencies of the 
future might be of greater benefit than 
a review of events that have occurred, 
although there would be nothing amiss 
in a brief factual report of accomplish- 
ments when the President gives way to 
his successor. 


It has been pleasantly tempting 
throughout this message to mention the 
names of individual workers with grati- 
tude. But there are hundreds deserving 
of mention and it is an impossibility to 
call their names one by one. A single 
exception, however, I must make. I 
must pay tribute to the diligence, loyalty 
and faithfulness of our secretary, Dr. 
Laverne H. Jacob. I need not recount 
the details of his understanding nature 
nor need I mention the tremendous fund 
of information that he possesses and the 
excellent judgment that he always exer- 
cises. Those of you who know him 
recognize all these virtues and to those 
who have not had this privilege, I ad- 
dress these remarks in particular. 

I could not end this address without 
asking you to turn your thoughts to our 
former colleagues who have been called 
from us by death. Among them were 
our friends with whom we labored in 
this profession to which we all owe so 
much. Each one of them made his con- 
tribution to a suffering world. Each left 
his mark upon his generation. Some 
wrote their fame in the large letters 
upon the pages of Time, but the size 
of the script is not the only sign of its 
substance and quality. 

I repeat that I have been signally 
privileged in that I have had the re- 
sponsibility of serving as your President. 
The memories and the associations of 
this year I shall treasure forever. It is 
my heartfelt hope that you enjoy the 
four great blessings: peace of mind, that 
you may enjoy living; health, that you 
may carry on unfalteringly; strength, 
that you may accomplish all the tasks 
to which you set your mind; prosperity, 
that the sunset of your lives may be 
made beautiful by an afterglow of com- 
fort and contentment. 

And now, may He who guides the 
destinies of us all protect and care for 
you and yours during the turbulent 
years which lie ahead. 
































































DISCUSSION OF PRESIDENT’S ADDRESS 





By A. B. Patterson, D.D.S. 


It is a privilege to be afforded an op- 
portunity to discuss the splendid address 
to which we have just listened. In this 
instance, it becomes also a real pleasure 
for thirty-nine years ago your president 
and I began the study of dentistry as 
freshman classmates, and the friendship 
that had its beginning then has survived 
the vicissitudes of almost four decades. 

During these years we have watched 
together the constant growth of this so- 
ciety in membership and influence as it 
moved steadily onward, keeping always 
to the standards and ideals of its in- 
spired founders until today it holds an 
honored place among those companies 
that are devoted to the betterment of 
humankind, and faces calmly and un- 
afraid the problems of these troubled 
times. 

So long as men of the character, abil- 
ity and integrity of President Donelan 
are entrusted with the responsibility of 
guiding our society, we may be as- 
sured that whatever the future holds for 
us as a profession, the welfare of our 
membership and the people we serve will 
be safeguarded. His administration has 
been a most successful one. In_ this 
report of his stewardship, we are im- 
pressed with the variety of our estab- 
lished and essential interests that have 
grown in number and importance to a 
point where ample opportunity offers to 
all of those who hold their membership 
with a keen appreciation of its value 
and are interested in what they can do 
for society and _ profession. 

In his annual address our president 
has given us a clear resumé of the past 
year’s activities that reflects his close 


study of those affairs that concern us as 
a society and profession and I can find 
no logical reason for not accepting his 
He has arrived at 


recommendations. 
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these conclusions following unbiased and 
thoughtful study of our needs during 
this year of his administration and his 
recommendations should carry weight 
and are deserving of our most serious 
consideration. 

I shall not presume to comment on 
all of this address that is deserving of 
the emphasis of repetition, particularly 
since time is limited and this audience 
is a very well informed one. So I 
shall confine my remarks to those mat- 
ters on which I am best informed and 
which come within the field of the regu- 
lation of dentistry by administrative 
action, legislation and law. 

President Donelan did not refer to 
one problem to which I know he has 
given considerable thought, that is, the 
possible recognition and licensure in IIli- 
nois of the dental hygienist who is now 
licensed in thirty-three of the states. In 
a recent survey by the American Den- 
tal Association we found only one in- 
stance, and that a minor one, of viola- 
tion of a state dental hygienist law. We 
found apparently no dissatisfaction in 
these states with that service or with 
the laws controlling the hygienist. In 
other years opposition has been voiced in 
Illinois to their licensure, but I am of 
the opinion the time is here when we 
must give serious consideration and en- 
couragement to this proposal. 

A very different proposal and one that 
cannot be considered seriously at this 
time and which must not be confused 
with the licensing of the hygienist, is 
the attempt to gain recognition and 
licensure for the dental technician. Un- 
like the hygienist, the dental technician 
group has no established educational 
background on which can be based a 
properly conducted examination for li- 
censure and, finally, he does not come 
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within that group that must be licensed 
by the state for the purpose of protect- 
ing the health, welfare and safety of 
its citizens. 

I am personally acquainted with some 
technicians who are skilled in their field 
and are estimable gentlemen, but I can- 
not see any reason or excuse for their 
recognition in law as an essential part 
of dental practice, except it be the ulti- 
mate intent to set up in this country 
a duplicate of the deplorable European 
situation. Just recently in the state of 
Washington, all pretense of any other 
motive has been dropped and the right 
of technicians to practice prosthetic den- 
tistry for the public is demanded in a 
bill now before that state legislature. 

In prosecuting the “mail-order den- 
ture’ manufacturer for fraud, the fed- 
eral government has moved relentlessly, 
however slowly it may appear, toward 
the final outlawing of this form of 
quackery. The court procedure that is 
necessary is a long drawn out and tedi- 
ous one, but no quicker way of dealing 
with this malodorous practice is possible. 
So far the government has been suc- 
cessful; otherwise we would see today 
the cheap publications filled with that 
untruthful type of advertisement that 
is written to deceive and exploit the 
gullible. These serious threats to the 
dental health and welfare of the citizen 
demand a constant alertness on the part 
of the dental profession. 

Another matter of first importance 
to which President Donelan has alluded 
in his message is the necessity for in- 
sistence on an intelligent conservation 
and utilization of the nation’s limited 
dental resources in the national pre- 
paredness program. ‘This simply means 
that there must be no interfererice with 
a constant flow of dental graduates to 
replace the profession’s normal attrition 
by death and retirement. A loss of more 
than 2,200 practitioners in the past year, 
with a graduating class of a little over 
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1,500 for replacement, is typical of the 
present situation. 

For the first time in one hundred 
years the ratio of dentists to population 
has begun to decline. With an increase 
in population in that period of 7.2 per 
cent there was a decline of 26 per cent 
in the number of new dentists entering 
the profession; this, despite an increased 
demand for dental service arising from 
a growing appreciation of the close rela- 
tion of dental disease to other ills of 
the human body and from plans, some 
already in effect, for more extensive care 
of the indigent and low income group. 
To these are added an expanding na- 
tional defense program that will greatly 
increase the need of dental service in 
the field of industrial dentistry and of 
the armed forces. Consequently, if the 
supply of dental students was reduced 
by induction into the army before gradu- 
ation and dental graduates are also in- 
ducted to serve in a_ non-professional 
capacity, we would soon be faced with 
a national shortage of dentists for both 
the civilian and armed forces. 

All this is admitted by the War De- 
partment and the Selective Service Sys- 
tem but the Selective Training and 
Service Act is so written that no stu- 
dent group, however essential, may be 
deferred by mandatory order and more 
than one hundred graduate dentists are 
today serving as privates and not in 
their professional capacity. 

To remedy this situation, after many 
months of apparently futile argument 
and conference and wearied with re- 
peated assurance but no official action, 
the American Dental Association en- 
dorsed a bill entered by Senator Mur- 
ray, of Montana, that would defer the 
dental and medical student until gradua- 
tion and make available commissions in 
the Medical Department of the Army 
for qualified dental and medical gradu- 
ates. 


(Continued on page 242) 















CANCER OF THE MOUTH* 





By RaymMonp VoorHEEs Brokaw, M.D.7 


The French have a saying, “Death 
enters by the mouth.” Bacteriologically, 
the mouth is the most contaminated cav- 
ity in the body and the resident organ- 
isms may be highly pathogenic. The im- 
portance of the mouth as a source of 
infection in certain systemic diseases is 
now well understood. 

Since the lining membrane of the 
mouth is derived embryologically from 
the same structure as the skin, it is not 
strange that the oral mucosa may pre- 
sent as great a variety of lesions as those 
which appear on the external surface 
of the body. In 1932, Eller and Rein' 
of New York enumerated the amazing 
total of 120 lesions of the oral mucosae 
which they classified broadly as follows: 
systemic diseases which may be antedated 
by mouth lesions; lesions due to drugs 
and chemicals; lesions associated with 
specific disease; yeast infections; skin 
lesions extending into the oral cavity; 
lesions associated with menstruation and 
pregnancy; congenital lesions; cysts; 
benign tumors and malignant tumors. 

With such a formidable array of 
widely diversified clinical entities, it is 
hardly to be expected that the general 
practitioner of dentistry or of medicine 
will be competent to make a definite 
diagnosis in every case. It does seem 
reasonable, however, to expect that the 
observer should be able to determine 
whether the condition to be treated lies 
within the scope of his practice or 
whether it is a problem for the specialist. 

The diagnosis and treatment of cancer 
in general is no exception to this rule. 


*Read at the child health session of the 77th 
annual meeting of the Illinois State Dental So- 
ciety, May 14, 1941, Peoria, Illinois. 

+Chief, Division of Cancer Control, 
Illinois Department of Public Health. 

1Lesions of the Oral Mucosae. Eller, J. J., and 
Rein, C. R., J. M. Soc. New Jersey, 1934. 
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State of 


Cancer, presenting about 600 definite 
clinical varieties differing widely in their 
structure and behavior, is now generally 
recognized as a group of diseases. Fur- 
thermore, it is now generally accepted 
that the diagnosis and treatment of can- 
cer is no longer a “one man job.” The 
combined skill, at the least, of the sur- 
geon, the radiologist and the pathologist 
is required to render competent service 
to the cancer patient in most cases to- 
day. As a matter of fact, for best re- 
sults, cancer frequently demands the 
greatest skill of a highly trained special- 
ist in a restricted field. The simple 
“cancer specialist” no longer exists ex- 
cept in quackery; the diversity of forms 
is too great, the exact diagnosis too diffi- 
cult, and correct treatment too compli- 
cated for one man to master entirely. 
The general practitioner of medicine 
does well if he recognizes cancer when 
he sees it; and he acts wisely if he 
promptly refers the case to those most 
competent to treat it. 

The general practitioner of dentistry 
likewise gives his patient the best pos- 
sible care if he appreciates the potential 
dangers of malignancy in any suspicious 
lesion encountered in the mouth (or 
even adjacent areas of the head and 
neck), and will make sure that com- 
petent medical advice is obtained by the 
patient without delay. 

The nature of such lesions, their com- 
mon clinical characteristics and their 
ordinary modes of behavior may now be 
considered. But in the space available 
only the most important points can be 
examined and even these, in but a cur- 
sory and incomplete manner. 

It is too often stated, with perhaps 
unwarranted emphasis, that the cause of 
cancer is unknown. While this is sci- 
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entifically true, our ignorance of this 
factor hardly justifies the too frequent 
failure to utilize all the information 
which we have at hand. 


Knowledge of Cancer 


This fund of knowledge is not insig- 
nificant. It is at present being effectively 
applied to the benefit of the patient. Out 
of it may arise some day quite specific 
methods for preventing the onset and 
controlling the course of malignant dis- 
ease. 

In the laboratory the cultivation of 
cancer cells in vitro has been accom- 
plished. Cancer occurring spontaneously 
in animals has been transplanted to other 
animals and by successive transplanting 
it has been possible to study growing 
cancer over a period of years under ex- 
perimental conditions that can be varied 
at will. The influence of heredity upon 
the development of tumors in mice has 
been definitely established. By selective 
breeding, strains have been developed 
which show, on one hand, a high sus- 
ceptibility to tumor growth, and, on the 
other, a high resistance to such growth. 
The experimental production of cancer 
in animals has been accomplished by 
the application of x-rays, by the appli- 
cation of definite chemical substances 
(1:2:5:6 dibenzanthracene), by the in- 
jection of biological substances (ovarian 
extract). 


Methods of Therapy 


In the field of therapy methods of 
safe surgery have been developed. ‘The 
effective dosage of x-rays and radium 
has been accurately determined and the 
technique of their application has been 
established on a sound basis. The iden- 
tification of the varieties of tumor tis- 
sue by microscopic examination has 
greatly increased the effectiveness of 
diagnosis and treatment. 

In the field of prevention numerous 
so-called “precancerous” conditions are 
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definitely recognized as fertile ground 
for the origin of malignant growth. At 
least twenty such precancerous lesions 
of the skin have been noted and impor- 
tant among them are the flat blue-black 
moles, senile warts and keratoses, the 
large scars of burns, tuberculous and 
syphilitic lesions, chronic x-ray derma- 
titis, and occupational keratoses result- 
ing from tar, pitch and oil. Chronic 
inflammation in various glands, in the 
gall bladder, the urinary bladder, the 
uterus, the breast and other organs fre- 
quently precedes the development of can- 
cer in these locations. Certain benign 
tumors are notable as the seat of ma- 
lignancy. In cancer of the mouth, 
important precancerous conditions are 
leukoplakia, syphilis and the irritation 
of bad teeth or ill-fitting dentures. 
There is considerable belief also that 
tobacco and oral sepsis are important 
contributory factors. In most cases of 
oral cancer one sees a very dirty and 
neglected mouth. Briefly stated, in a 
large majority of the cases cancer is a 
disease resulting from disease; it rarely 
occurs in previously healthy tissues. 


The Cancer Process 


The cancer process in most cases is 
at first purely local, even microscopic 
in the extent of its origin. But it pos- 
sesses the malignant property of devas- 
tating invasive growth and thus it 
spreads through the body to the detri- 
ment of its host. The invasion may 
occur in three ways: by infiltration, by 
embolism or by transplantation. By in- 
filtration, the tumor may simply extend 
itself directly into the adjacent tissues or 
the cells may enter a lymphatic vessel 
and grow along inside it to greater 
distances. By embolism, the tumor cells 


may penetrate a blood vessel or a lym- 
phatic and be carried by the blood or 
lymph stream to remote lymph nodes or 
other organs, there to settle down and 
establish secondary growths or metas- 
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tases. By transplantation, cancer cells 
may in rare cases be scattered from one 
part of a body cavity to another and 
thus produce secondary deposits, or such 
extension may occur when cells are 
spilled into the surrounding tissues from 
a tumor which has been cut during the 
course of its removal. The most com- 
mon path by which cancer travels is the 
lymphatic vessel and it is therefore cus- 
tomary to examine adjacent lymph nodes 
for possible involvement when the ex- 
tent of spread of a local process is to be 
determined. 

No tissue or organ in the body can 
be omitted as a possible origin of cancer. 
Neoplastic disease accordingly is char- 
acterized by wide variations in behavior 
and its clinical manifestations are pro- 
tean. With rare exceptions, its onset 
is silent and insidious. A painless lump 
is accidentally discovered in the breast. 
A mole or wart shows simple signs of 
change in size or appearance. A little 
thickening is discovered on the lip or 
tongue. Thus in a very quiet, barely 
noticeable way the growth of cancer 
may begin. Internal cancer may be 
utterly devoid of early signs. A most 
misleading fact is the apparent good 
health of many persons suffering from 
early or even advanced cancer with 
little or no complaint. In some cases 
the primary lesion may entirely escape 
detection, and the secondary deposit 
gives the first clinical evidence of well- 
established disease. When an early 
sign is present, it most commonly ap- 
pears as a painless tumor, an area of in- 
duration, an ulceration or an unnatural 
discharge. Pain is usually a late sign. 
There is no disease in which early diag- 
nosis plays such an important part in 
successful treatment as in cancer. 


Common Oral Diseases 


The three most important, if not the 
most common, diseases of the mouth are 
cancer, syphilis and tuberculosis. Ulcer 
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and tumor are by far the most frequent 
pathological conditions involved in the 
differential diagnosis of these conditions. 

Ulcers about the mouth often present 
great difficulty in diagnosis. Simple ul- 
cers due to trauma or various forms of 
stomatitis are common to any part of 
the buccal and pharyngeal mucous mem- 
brane and must be differentiated from 
cancer which, in fact, not infrequently 
arises in them. The persistence and 
spread of an ulcer after the removal of 
its apparent cause should always be re- 
garded with suspicion. 

Ulcer of the tongue may be due to 
inflammation, syphilis, tuberculosis or 
cancer. The simple ulcer usually occurs 
at the edge or tip of the tongue, and is 
commonly due to the irritation of a 
jagged tooth or dental restoration. In 
the early stage it is shallow and in- 
flamed but if the cause of irritation is 
not removed, its edges become indurated 
and it grows deeper. 

The syphilitic ulcer usually occurs on 
the dorsum of the tongue. It may be 
a chancre, a mucous patch or a broken- 
down gumma. Spirochetes can be dem- 
onstrated in the primary and secondary 
ulcers but the tertiary lesion is difficult 
to distinguish from cancer. If the ulcer 
is on the dorsum of the tongue, if the 
induration is not very marked, and if 
the adjacent lymph nodes are not en- 
larged, the chances are that the lesion 
is not cancer. 

The tuberculous ulcer of the tongue 
is rare. It is always secondary to tuber- 
culosis elsewhere in the body, usually 
in the lung. It occurs on the tip and 
sides of the tongue and presents the 
characteristic oval outline, undermined 
edge and the absence of induration seen 
in tuberculous ulcers elsewhere. It is 
often multiple. 

The malignant ulcer of the tongue 
generally begins in an excoriation, crack, 
nodule or thickening which becomes 
traumatized and breaks down. It usu- 
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ally occurs along the edges of the 
tongue. It may extend superficially, giv- 
ing rise to a warty, fungating mass or 
it may penetrate deeply, without the 
border being raised. The chief char- 
acteristic of the ulcer is the dense, almost 
cartilaginous, hardness of its edges and 
floor. The submaxillary and the sub- 
lingual lymph nodes become involved at 
an early stage, and the cervical lymph 
nodes may also be involved at the same 
time. The malignant ulcer is often dis- 
tinguished from a syphilitic ulcer with 
great difficulty. In fact, cancer may 
develop in a syphilitic ulcer and greatly 
complicate the problem. 


Benign Tumors 


The benign tumors commonly found 
in and about the oral cavity are papil- 
loma, fibroma, epulis and angioma. 

A papilloma is a simple, warty growth 
which often arises on the lips, tongue, 


gums, palate or the pillars of the tonsil.: 


It is apparently caused by irritation re- 
sulting from carious teeth and roots, ir- 
ritating fillings, dentures and the like. 
It is usually quite harmless but it may 
become cancerous. 

A fibroma is also a common growth 
in the oral cavity. It is often made up 
of other cellular elements besides con- 
nective tissue and it may undergo hya- 
line, mucoid, fatty or calcareous degen- 
eration. Irritation is apparently a factor 
in its causation. It may arise in the 
jaw, gums, tongue, palate and the pil- 
lars of the fauces. In the maxillary 
sinus it may occur as a polyp which may 
produce simple catarrhal conditions in 
that cavity or cause more serious dis- 
turbances in the face, eye and nose by 
expansive growth with resulting pres- 
sure and obstruction. In some cases it 
possesses, Or may acquire, malignant 
characteristics. 

Epulis is the term which is commonly 
used to describe a benign growth that 
frequently appears on the gums about 


the teeth or upon the alveolar ridges. 
Histologically it is a fibroma, fibro- 
angioma, or a benign giant-cell tumor. 
It apparently results from irritation and 
arises from the dental periosteum of the 
neck of the tooth. 

Angiomas are composed of blood ves- 
sels (hemangioma) or lymph _ vessels 
(lymphangioma). The gums, tongue 
and lips are the common locations. They 
may be congenital, or they may arise as 
the result of trauma such as extraction. 
They may become malignant. 

All benign tumors of the oral cavity 
are important not only because they may 
become malignant but also because 
they may be confused with malignant 
growths, 


Cysts of the Mouth 


The common forms of cyst found in 
the mouth and jaws are ranula and 
dental root cyst, of which the latter is 
most common. 

Ranula is a retention cyst of the sub- 
lingual salivary glands. It appears as a 
painless swelling in the floor of the 
mouth and is filled with fluid. Except 
for its interference with swallowing and 
speech, it is comparatively harmless. Its 
etiology is uncertain. 

A dental root cyst is always associated 
with non-vital septic teeth. It arises 
from a root-end granuloma which is the 
result of infection. It usually grows 
slowly and its progress resembles that 
of a benign tumor. It may become in- 
fected and it may possess a fistula which 
communicates with the oral cavity. By 
extensive growth it may destroy much 
bone, invade the maxillary sinus or en- 
croach upon the mandibular canal. 

Ranula and dental root cysts are be- 
nign but they are important because of 
their possible confusion with malignant 
growths which may resemble them. 


Malignant Tumors 


The malignant tumors of the oral 
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cavity and adjacent areas include car- 
cinoma and sarcoma. Carcinoma in these 
areas usually arises from the epithelium 
of the mucous membrane, less frequently 
from the glandular structures. Sarcoma 
may be composed of any connective tis- 
sue elements—round cells, spindle cells, 
giant cells, blood and lymph vessels, 
lymphoid tissue and mixtures of these 
elements. Carcinoma is 
common than sarcoma in these regions. 

Carcinoma is found most frequently 
upon the lips, the tongue, the floor of the 
mouth, the alveolar ridges, the inner 
surface of the cheeks and the pillars of 
the fauces. 


much more 


It also may occur in the 
maxillary sinus, the nasopharynx, and 
upon the palate or tonsil. 


Clinical Signs 


The following clinical signs of cancer 
of the mouth are important and quite 
characteristic. 

Early stage. The early, innocent- 
looking cancerous process persists, often 
as an indolent sore. It rarely recedes 
and it does not yield to simple remedies. 
It not only does not recede, but it con- 
tinues to grow, sometimes by increasing 
in size externally, but oftener by an 
enlarging area of induration and ulcera- 
tion. Induration is due to the infiltra- 
tion of cells. The hardness is charac- 
teristic and is readily recognized when 
one is familiar with it. Ulceration is 
due to trauma plus secondary infection. 
The ulcerous area is surrounded by a 
circle of new growth which in some 
cases may be so slight that it is not evi- 
dent. As the zone of new growth en- 
larges, the zone of ulceration increases 
and the malignant area thus becomes 
more extensive. Pain usually occurs 
early in mouth cancer and it may be the 
first thing to attract the attention of the 
patient. It is entirely localized at first 
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and later it may be referred to the top 
of the head or to the internal ear. 

Advanced stage. In advanced cancer 
of the mouth, in addition to the local 
signs, the lymph nodes under the chin, 
under the jaw or deep in the neck are 
found to be involved. If the nodes are 
soft it is possible that their enlargement 
may be due to inflammation and that 
they contain only a few dormant cancer 
cells. If they are hard it is quite likely 
that definite metastasis of active cancer 
cells has occurred. A distressing fea- 
ture is a marked flow of saliva. Hem- 
orrhage may be profuse but is rarely 
fatal. 

Late stage. In the late stage of mouth 
cancer pronounced general disturbances 
are added to local disorders. Locally, 
there is difficulty in swallowing and 
talking, the tongue may be fixed, the 
jaw may be partially immobilized, a 
foul discharge and pronounced odor may 
be present, and enlarged nodes may be 
ulcerated. Systemically, there is malaise, 
loss of weight, anemia, cachexia and gen- 
eral sepsis. 


Cancer Adjacent to the Mouth 


Cancer of parts adjacent to the oral 
cavity, with which dentists should be 
not unfamiliar, include those affecting 
the following areas: 

(a) Maxillary sinus. Cancer of the 
maxillary sinus may depress the roof of 
the mouth, invade the oral cavity 
through a tooth socket or produce pain 
in the upper teeth as one of the first 
symptoms. 

(b) Parotid gland. A tumor of the 
parotid gland may protrude into the 
mouth or may provide difficulty in open- 
ing the jaw. 

(c) Tonsil. Cancer of the tonsil may 
invade the buccopharynx, the base of the 
tongue, and the soft palate. It may 
interfere with swallowing. 
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(d) Nasopharynx. Tumors of the 
nasopharynx affect the oral cavity only 
in rare cases by depression of the soft 
palate. 

In all these regions the presence of 
any definite and persistent abnormal 
symptom (swelling, pain, discharge or 
ulceration) should be recognized by the 
dentist as a possible sign of cancer and 
the patient should accordingly be re- 
ferred to a competent physician without 
delay. 


Precancerous Conditions 


Among the conditions which possibly 
favor the development of cancer in the 
mouth the following may be considered 
important: 


(a) Chronic irritation. Chronic irri- 
tation and chronic disease in the oral 
cavity, of whatever character, are gen- 
erally considered to be causative factors 
in the development of mouth cancer. In- 
cluded in this classification are chronic 
gingivitis, periodontoclasia, apical ab- 
scess, fistulae, erosions, ulcers, ill-fitting 
dentures, carious teeth or any repeated 
traumatization. 


(b) Leukoplakia, commonly called 
“white spot disease” or ‘smokers’ patch,” 
is a frequent site in which cancer of the 
mouth develops. It usually starts in the 
cracks and fissures that appear in the 
leukoplakic areas. 

(c) Syphilis. Syphilitic scars and fis- 
sures of the mouth are common starting 
points of cancer. The exact relationship 


of syphilis to cancer here is undeter- 
mined. 


Tobacco 


(d) Tobacco. The excessive use of 
tobacco not only causes leukoplakia, a 
definitely precancerous lesion, but it also 
seems to act as a general irritant which 


favors the development of mouth cancer. 


(e) Benign growths. Papilloma and 
other benign tumors of the mouth oc- 
casionally become cancerous. 


(£) Infection. Infection about the 
teeth, the tonsils and the base of the 
tongue apparently is of some importance 
in the causation of mouth cancer. 


(g) Sepsis. The frequency with 
which a dirty mouth is observed in cases 
of intraoral cancer seems to warrant the 
assumption that sepsis is a factor in the 
development of the disease in this loca- 
tion. 


Prevention of Mouth Cancer 


Cancer of the oral cavity is among 
the most preventable forms of malignant 
disease. By reason of his familiarity with 
this field the dentist shares with the phy- 
sician the responsibility for the early 
diagnosis, correct treatment and_ the 
elimination of conditions which are defi- 
nitely known to favor the development 
of oral cancer. 


Summary 


The multiplicity of lesions in and 
about the oral cavity makes the diag- 
nosis and treatment of cancer a complex 
problem. The general practitioner of 
dentistry should be able to recognize 
cancer so that the patient can be referred 
for treatment. The present knowledge 
of cancer is discussed together with a 
brief description of the cancer process 
itself. The common diseases of the 
mouth, benign tumors, cysts and malig- 
nant tumors, are described with various 
points of differential diagnosis. The 
clinical signs of cancer in three stages 
are given with additional comment on 
cancer adjacent to the mouth, precan- 
cerous conditions and the prevention of 
mouth cancer. 





SUMMARY OF EVENTS AT 77th ANNUAL 
MEETING OF ILLINOIS STATE 


DENTAL 


The Illinois State Dental Society 
closed its annual four day meeting on 
May 15 with the election of Dr. Neil 
D. Vedder as president-elect and the 
installation of Dr. J. Roy Blayney in 
the office of president to succeed Dr. 
John J. Donelan who had presided over 
this year’s sessions. 

Preliminary to the official opening of 
the meeting, Monday, May 12, was de- 
voted to bowling, shooting and golf 
tournaments. Major prizes were 
awarded to the following: H. L. Freid- 
inger, Decatur, bowling; H. C. Burt, 
LaSalle, golf; G. W. Kennedy, Pleas- 
ant Hill, trap shooting. Presentations 
were made at the annual sports banquet 


held at the Peoria Country Club. 
Opening Session 


The first general session was called 
to order by President Donelan on Tues- 
day morning. The invocation was pro- 
nounced by the Rt. Rev. Monsignor 
James Finney, chancellor of the Peoria 
Diocese. Following this the address of 
welcome was made by C. W. Reuling, 
president of the Peoria Chamber of 
Commerce. Dr. Glenn E. Cartwright 
responded for the Society. 

Other events of the morning were 
the presentation of the President’s Ad- 
dress by Dr. Donelan, the discussion 
by Dr. A. B. Patterson, of Joliet, and 
the report of the Committee on Necrol- 
ogy by Dr. Mary Newell, of Chicago. 
At noon the annual luncheon for the 
past presidents of the Society was held 
with Dr. Earl P. Boulger as chairman. 
The afternoon’s scientific sessions.were 
devoted to symposia on common clinical 
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problems in oral surgery, the stabiliza- 
tion of the full lower denture and the 
treatment of Vincent’s infection. 


Banquet 


The annual banquet was held on 
Tuesday evening with a large attend- 
ance in the ballroom of the Pere Mar- 
quette Hotel. President Donelan served 
as toastmaster. The featured speaker 
of the evening was Frederic Snyder, 
newspaper correspondent from New 
York, who discussed national and in- 
ternational events with salty injections 
of comment and opinion. Dr. Earl P. 
Boulger, the immediate past president, 
was presented with the traditional 
plaque. 

On Tuesday morning the annual 
Component Society Officers’ Conference 
was held with representatives from 
twenty of the twenty-two component 
societies in attendance. President-elect 
J. Roy Blayney served as chairman. 
Secretary L. H. Jacob spoke briefly on 
dental preparedness and discussed the 
latest rulings issued by the War Depart- 
ment and Selective Service System. Dr. 
Lloyd H. Dodd made a report on re- 
districting problems and Dr. Robert I. 
Humphrey outlined the old-age assist- 
ance program now being developed by 
a state advisory committee. 

Dr. Harold W. Oppice, editor, dis- 
cussed the national health program with 
particular reference to the activities of 
the National Youth Administration and 
the Farm Security Administration, 
federal agencies which are developing 
programs for dental care. Chairman 
Blayney then suggested that component 
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officers solicit opinion in their local group 
as to sentiment in regard to proposed 
legislation for the licensing of dental 
hygienists in the state. 


Wednesday 


The Wednesday morning scientific 
sessions, in the program that had been 
prepared by Dr. Edward J. Ryan, 
Chairman of the Program Committee, 
was given over to a symposium on the 
use of plastics in dentistry. At noon 
the Life Members’ luncheon and the 
Dental Health Education luncheon 
were held with capacity crowds. The 
afternoon lecture session was devoted 
to talks on various topics by Dr. R. R. 
Gillis, of Hammond, Dr. Daniel F. 
Lynch, of Washington, D. C., Dr. 
Travis E. Kallenbach, of St. Louis, and 
Dr. George W. Teuscher, of Chicago. 

On Wednesday evening the second 
general session was held in the Grand 
Ballroom. Dr. Kallenbach gave a 
graphic account of his flight over Cen- 
tral America. William F. Petersen, 
M.D., Professor of Pathology at the 
College of Medicine, University of Illi- 
nois, discussed the complex influences the 
weather has on the well-being of the 
patient. His multitude of illustrations 
emphasized with scientific findings the 
impact that changing climatic conditions 
have on the progress of certain physio- 
logic and pathologic processes. 


Selective Service 


Present as a guest at the Wednesday 
night general session was Colonel Paul 
Armstrong, Director of the Selective 
Service System for the State of Illinois. 
Colonel Armstrong, who addressed the 
Society briefly, stated that “the first 
thing I want to do is to extend to this 
Society, the Illinois State Dental Society, 
its officers and members, my most sincere 
thanks for the splendid contributions 


that the dentists belonging to this So- 
ciety have rendered in carrying on the 
work of Selective Service in the eight 
months that have elapsed.” 

“It is only recently”, he continued, 
“that national headquarters has issued 
the regulations that permit us to use 
dentists in the examinations. In the be- 
ginning we were authorized to appoint 
one physician on each local board. As 
a result of that particular setup, physical 
rejections in the state climbed to a peak 
of 18.6 per cent. The highest percentage 
of rejections was 28.3 per cent for dental 
reasons. The next highest was approxi- 
mately 17 per cent for vision defects.” 

Colonel Armstrong described a plan 
that had made it possible to remedy the 
dental defects of some individuals so that 
they would be accepted for military 
service. 

“Tt is possible”, he said, “that enough 
of you may be interested in such a pro- 
gram to set the wheels in motion and 
make it possible for a lot of young men, 
many of them without jobs at the present 
moment, to go into the army of the 
United States, and prepare themselves 
for any emergency that may develop 
within the next few years.” 

At the conclusion of Colonel Arm- 
strong’s address, Dr. W. H. G. Logan 
of Chicago, moved that the proposal be 
referred to the Committee on Dental 
Preparedness of the Illinois State Dental 
Society for study and conference with 
state Selective Service System officials. 
The motion was passed. 


Relief Fund Appeal 
Dr. A. Florence Lilley of Chicago, 


also made a short appeal to the member- 
ship in support of the annual drive for 
the Relief Fund of the American Dental 
Association which would begin at the 
end of this year. 


Amendment 


President Donelan then asked that the 
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proposed amendment to the Constitution 
and By-Laws be considered. ‘This 
amendment proposed that Life Members 
be exempt from state society dues, but 
not from American Dental Association 
dues, only after having reached the age 
of sixty years. 

Dr. Frank A. Farrell, of Chicago, one 
of the signers of the amendment, moved 
that the amendment be tabled so “that 
further study can be given to this prob- 
lem so that it could be solved more 
permanently and more satisfactorily”. 


Dr. Paul W. Clopper, another signer of 
the 


resolution, seconded the motion 
which was passed, thus tabling the 
amendment. 
Election 


At the annual election of officers, Dr. 
Neil D. Vedder was named president- 
elect after the informal ballot. Dr. 
L. E. Steward, Chairman of the Local 
Arrangements Committee at the meet- 
ing, was elected unanimously to the office 
of vice-president. Members of the 
Executive Council were also named from 
three districts: T. A. Rost, of Blooming- 
ton, was named to succeed Paul W. 
Clopper, of Peoria, in Group One; L. G. 
McMillan, of Danville, succeeded L. H. 
Dodd of Decatur in Group Two; James 
A. Nowlan replaced Frank A. Farrell 
and Clyde West succeeded Walter C. 
Mayland for the Chicago District of 
Group Three. 


Clinic Session 


The Thursday morning session was 
given over to an elaborate program of 
clinics under the chairmanship of the 
new president-elect, Dr. Neil D. Vedder. 
With the completion of that session, the 
scientific portion of the annual meeting 
came to a close. 


Tue Itt1nots DENTAL JOURNAL 


General Session 


The final general session was called to 
order shortly after Thursday noon by 
President Donelan. After the transac- 
tion of routine business, Secretary Jacob 
announced the attendance of 626 den- 
tists, 214 ladies, 36 guests and 69 exhibi- 
tors for the meeting. 

Dr. Frank Farrell then proposed the 
outline of an amendment which would 
allow for an annual increase of two 
dollars in the dues of the Society. Dr. 
C. L. Cassell also proposed the purpose 
and scope of an amendment to the Con- 
stitution and By-Laws which would 
allow the enlargement of the Military 
Affairs Committee in accordance with 
developing circumstances. 


Delegates and Alternates 


The following members were ap- 
pointed as delegates and alternates to the 
meeting of the House of Delegates of 
the American Dental Association which 
will be held in Houston on October 
27-31, 1941. 

Delegates: J. R. Blayney, Neil D. 
Vedder, L. H. Jacob, R. W. McNulty, 
N. A. Arganbright, Glenn E. Cart- 
wright, Lloyd H. Dodd, John J. Done- 
lan, Frank A. Farrell, Arthur E. Glawe, 
Frank J. Hurlstone, Warren L. King, 
Leo W. Kremer, LeRoy E. Kurth, 
Charles S. Kurz, James E. Mahoney, 
L. G. McMillan, William E. Mayer, 
Harold W. Oppice, A. C. Spickerman, 
J. A. Steele, Harold W. Welch, Joseph 
B. Zielinski and Melford E. Zinser. 

Alternates: Clarke E. Chamberlain, 
T. A. Fitzpatrick, W. J. Gonwa, J. J. 
Guerrero, Fred E. Haberle, Harold 
Hillenbrand, Luther W. Hughes, Rob- 
ert I. Humphrey, James H. Keith, Rob- 
ert G. Kesel, E. B. Knights, W. A. J. 
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Link, M. M. Lumbattis, W. A. McKee, 
W. I. McNeil, Vincent B. Milas, Z. W. 
Moss, William C. Phillips, W. R. Scan- 
lan, C. L. Snyder, Ora E. Sterett, L. E. 
Steward, B. H. Tedrow and L. H. 
Wolfe. 


Appointments 


The following appointments to com- 
mittees of the state society were also 
announced: Program Committee: May- 
nard K. Hine, chairman, Gordon A. 
Smith, E. L. Griffith, James H. Keith, 
Howard S. Foster; Clinic Committee: 
Henry Glupker, chairman, P. M. 
Breyer, R. A. Hundley, R. G. Nichol- 
son, Caryl Cameron, S. F. Bradel and 
T. A. Rost; Publication Committee: 
L. H. Jacob, chairman, Melford E. 
Zinser, E. J. Krejci and Harold Hillen- 
brand; Necrology: R. J. Pollock, chair- 
man, Louis Tinthoff and W. E. Wag- 
ner; Board of Censors: Robert B. Has- 
terlik, chairman, H. T. McDermott 
and E. B. Knights; Infraction of Code 
of Ethics: Robert T. Curren. chairman, 
Philip J. Kartheiser and Sidney S. 
Pollack. 


Other Appointments 


Other committee appointments were: 
Infraction of Laws: Frank J. Hurl- 
stone, chairman, C. L. Snyder and W. S. 
Peters; Legislation and State Board: 
John W. Green, chairman, Ben H. 
Sherrard, Robert I. Humphrey, Clifton 
B. Clarno and Harold W. Welch; Co- 
operate with State Medical Society: 
Stanley W. Clark, chairman, Harold 
J. Noyes and R. E. Hopkins; Relief 
Committee: J. C. McGuire, chairman, 
L. H. Jacobs, A. Florence Lilley; Mili- 
tary Committee: C. L. Cassell, chair- 
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man, Frederick F. Molt and Paul W. 
Clopper; Transportation Committee: 
H. E. Rust, chairman, C. W. Holz and 
E. A. Archer; Dental Health Education: 
Lloyd H. Dodd, chairman, Lloyd C. 
Blackman, Howard S. Layman, Edgar 
D. Coolidge, John J. Donelan, Jr., 
Charles S. Kurz, J. M. Elson; Study 
Club Committee: Arthur FEF. Glawe, 
chairman, M. J. Nelson, J. M. Wil- 
liams, C. E. Bollinger, Jesse F. Keeney, 
G. L. Kennedy, W. A. McKee and 
George W. Hax; Membership Commit- 
tee: James E. Mahoney, chairman, S. A. 
Wiggins, Bernard F. Thiel, E. J. 
Rogers, R. H. Bradley, W. J. Gonwa, 
Van Andrews and Julius Ferm; Public 
Welfare Committee: Harold Hillen- 
brand, chairman, Robert I. Humphrey, 
secretary, J. H. Nichols, W. B. Downs, 
L. E. Steward, G. G. Lesemann. 


Installation 


Before yielding the gavel President 
Donelan made a brief statement in 
which he said that “our thanks are due 
to the Peoria District Dental Society, 
the newspapers, hotels, Chamber of 
Commerce and to all the members of 
the Society for the excellent cooperation 
they have given your officers during the 
past year in making 1941 the success 
that it has been. I want to thank espe- 
cially all of those who were instrumental 
in any way in keeping society affairs 
running along smoothly during the past 
year. I have been very grateful for all 
of the help given me.” 

With appropriate ceremony’ each 
officer for the coming year was escorted 
to the rostrum and installed by retiring 
President Donelan. Dr. Blayney, the 
new president, assumed the gavel briefly 
before it fell ending the 77th annual 
meeting of the state society. 








NYA UNDERTAKING NATIONAL PROGRAM 
OF DENTAL EXAMINATION AND 
TREATMENT 


The National Youth Administration 
(NYA) is working intensively on a 
health program that will be developed 
to aid youths who are eligible for mili- 
tary service or for jobs in defense indus- 
tries. Activities are already under way 
in Illinois to develop a dental program 
that will include examinations and treat- 
ment. Such a program will touch every 
community in the state and dentists 
should familiarize themselves with NYA 
activities so that the most effective plan 
for their communities may be developed. 
Origin 

The National Youth Administration 
was started as a department of the 
Works Progress Administ ration 
(WPA) in 1935. Under the first presi- 
dential reorganization plan it was trans- 
ferred to the Federal Security Agency in 
1939. In that agency at the present time 
it is under the broad jurisdiction of Fed- 
eral Security Administrator, Paul V. 
McNutt. 

In the present fiscal year NYA has 
been granted appropriations of $134,- 
659,000 of which $32,500,000 will be 
devoted to NYA’s out-of-school activi- 
ties. An additional appropriation of 
$22,500,000 is now pending before the 
federal Congress. 


Purpose 


NYA seeks “‘to aid young people by 
(1) providing part-time employment for 
needy secondary school, college and 
graduate students from 16 through 24+ 
years of age, so that they may continue 
their education; (2) providing part-time 
employment for needy out-of-school 
youth on projects designed not only to 


224 


afford productive work but to benefit 
youth generally and the communities in 
which they live; (3) extending job-train- 
ing and counseling services for NYA 
youth, and the preparation and distribu- 
tion of occupational information; and 
(4) promoting health and recreational 
activities for NYA out-of-school work 
projects’’.1 

The most familiar activity of NYA is 
the first listed above; the second was de- 
veloped most intensively after national 
preparations for defense were started and 
is the one under which NYA will de- 
velop its dental program in the state of 
Illinois and elsewhere. 


Organization 


The whole program of NYA is under 
the general supervision of the National 
Youth Administrator, Aubrey Williams. 
In consultation with an Advisory Com- 
mittee designated by the President, the 
Administrator determines basic policies 
and directs and coordinates the activities 
of the agency. 

In the states the program is carried 
out through State Youth Administra- 
tions under the direction of State Youth 
Administrators. In Illinois, Mary S. 
Anderson, Merchandise Mart, Chicago, 
is state administrator. The state NYA 
also maintains local offices and local ad- 
visory committees in the various com- 
munities. 


Program 


At the present time the dental profes- 
sion is chiefly interested in the out-of- 





1. United States Government Manual. P. 353. 
Washington: United States Government Printing 
Office. 1941. 
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school work program and the health 
program intimately connected with it. 
The purpose of the out-of-school work 
program is to furnish part-time employ- 
ment for out-of-school needy youth from 
17 through 24 years of age. These 
workers receive on-the-job training and, 
in addition, they are given training in 
subjects related to their work through 
existing vocational education facilities. 

In localities where it is difficult or im- 
possible for young people to engage in 
work activities while living at home, 
resident centers have been established to 
make it possible for them to work on 
appropriate projects. In these resident 
centers the youths live under the active 
direction of NYA officials for 24 hours 
of the day and NYA officials state that 
they assume a direct responsibility for the 
health of such youth. 

The out-of-school projects, in addition 
to producing useful facilities, articles and 
services, are designed to provide young 
people with pre-employment experience 
which fits them for jobs in private indus- 
try. Wages for work performed range 
from $14 to $24 monthly depending on 
the location and size of the community. 


Health 


“The health of NYA project workers 
is guarded and improved through a pro- 
gram providing for health examination 
of all youth assigned to the out-of-school 
work program; correction of the health 
defects of resident employees through 
maximum utilization of community re- 
sources and through use of supple- 
mentary medical services provided, where 
possible, by the NYA; and improved 
technical advice and assistance with re- 
spect to nutrition, sanitation, physical 
development and recreational activities 
and the operation of projects which 
furnish professional and clerical assist- 
ance in health research, health education, 


and hospital service.” 


2. Ibid. P. 354-855. 
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Dr. Carl E. Rice is in charge of the 
national aspects of NYA health service 
as Director of the Health Office; Grace 
M. Stafford is State Supervisor of 
Health in Illinois for NYA. Dr. James 
Hutton, of Chicago, has been appointed 
as Health Consultant to NYA for the 
state. It is anticipated that a dental 
consultant will be appointed in the near 
future. 


Scope 


NYA activities are now going on in 
every state. Already almost 600 resi- 
dent centers have been established in 
the country with an enrollment ap- 
proaching 500,000 youth on the out-of- 
school work program alone. It was re- 
cently announced that medical programs 
for NYA have now been established in 
every state of the union. 


Dental Program 


The contemplated dental program for 
Illinois embraces both dental examina- 
tion and dental care. The first dental 
examination is made when the youth 
applies for admission to an NYA project. 
These examinations are often made by 
the examining physician. The plan being 
developed for the state, however, will 
call for all dental examinations to be 
made by dentists except in the excep- 
tional instance. It is also proposed that 
a second dental examination will be made 
to determine the amount of dental de- 
fects present and the corrective care that 
will be necessary. 

Under the law, according to NYA 
officials, dentists and physicians can only 
provide their services on a time basis. 
The proposed fee for physicians and 
dentists in Illinois is four dollars per 
hour. With this program in effect, it 
does not seem probable that a fixed fee 
will govern dental corrections but that 
these will be made on a time basis. 
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NYA, under its broad general policy, 
will urge youths to have their defects 
remedied at their own expense. ‘This 
will require nothing more than the usual 
arrangement between patient and dentist 
after the examination has revealed what 
corrections are necessary. Since NYA, 
however, has announced that it will de- 
vote considerable attention to needy 
youth, methods will have to be developed 
to provide dental care for this group. 
The Public Welfare Committee of the 
Illinois State Dental Society has been 
assigned the task of aiding in the de- 
velopment of such a program. 

No extensive dental program has yet 
been developed in Illinois although latest 
reports from state NYA _ headquarters 
indicate that dentists have been hired to 
make examinations in Chicago, Normal, 
Springfield, Lebannon, Litchfield, Graf- 
ton, Belleville, Alton, Mt. Vernon and 
Oblong. Dentists have also been retained 
“on call” to serve resident centers in 
Sycamore, Chicago, Mattoon, Metrop- 
olis, Jerseyville and Oblong. 

NYA officials in Illinois have agreed 
to develop the dental program in con- 
sultation with state and district dental 
societies. Members who are approached 
on the development of a NYA program 
for their community should consult with 
the local member of the Public Welfare 
Committee of the state society. 


Results 


Recently figures based on the results 
of medical and dental examinations of 
ten thousand NYA workers were re- 
leased. The general conclusion reached 
was that “while about 80 per cent of 
the young people employed by the Na- 
tional Youth Administration are fit for 
any type of work, nine out of every ten 
have health defects, most of which can 
be remedied provided suitable treatment 
is made available.” 


3. National Youth Administration Health Pro- 


J.A.M.A,. 116:2511 (May 31) 1941. 


gram, 
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Youths examined were divided into 
four classifications: 


“Group A comprises 78 per cent of all 
youth examined. It represents those who 
are at present fit for any type of employ- 
ment or athletic activity. The indi- 
viduals of this group, although fit for 
any employment, received one hundred 
and thirty health recommendations for 
each hundred youths. The rate for 
females was considerably higher than for 
males. 


“Group B comprises 13 per cent of all 
youth examined. It represents those who 
have defects not thought to be amenable 
to correction but not severely handi- 
capping. There were one hundred and 
sixty health recommendations for each 
one hundred youth in this group. 


“Group C comprises 5.5 per cent of 
all youth examined. It represents those 
whose assignment to a particular job 
should be approved by a physician. Some 
require medical supervision on the job. 
There were two hundred and ten health 
recommendations for each one hundred 
youths in Group C. 


“Group D comprises 2.5 per cent of 
those examined. It represents those who 
are temporarily or permanently unfit for 
any employment. There were two hun- 
dred and ninety health recommendations 
for each one hundred youths. 


Recommendations 


“Dental care was recommended for 
56 per cent of those examined. This is 
made up of recommendations made by 
both physicians and dentists. If dentists 
had been used to make the dental exam- 
ination for each youth, the figure would 
have been considerably higher, since 
among youth examined by dentists 72 
per cent were reported as having carious 
teeth, while physicians reported only 47 
per cent. 

“Tt is of interest that, in 10 per cent 
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of the youth, each had from 10 to 30 
decayed teeth. ... 

“One of the most significant results 
of these examinations as far as the medi- 
cal profession is concerned is the revela- 
tion that 25 per cent of the youths 
examined reported that they had never 
been to a dentist and 18 per cent 
reported that they had never been to 
a physician. This disclosure is especially 
meaningful when one remembers that 
this is a group of young people who have 
been out of our public schools only a 
short time and presents a real challenge 
to those interested in health education 
and the application of preventive medi- 
cine. 

“The eight leading health defects for 
which corrections have been  recom- 
mended can largely be taken care of in 
clinics or offices of physicians and den- 
tists. Only a small group need hospi- 
talization. Most of the health defects 
noted do not affect, at this early age, the 
ability of approximately 80 per cent of 
these youth to work, but many of the 
defects will influence unfavorably the se- 
lection of many youths by private indus- 
try and will, at a slightly later stage 
in life, decidedly affect the efficiency of 
the individual on any job, as well as 
eligibility for military service. 


Treatment 


“One of the main contributions of the 
NYA in obtaining treatment for young 
people who need it has been the payment 
of a wage to its youth employees which 
has enabled many to pay the cost of 
medical and dental care. NYA has 
placed many young people in contact 
with practicing physicians and dentists 
and has encouraged special private ar- 
rangements between the youth and the 
physicians and dentist for defraying the 
cost of professional services. Where 
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public and private clinics exist, it has 
been possible to facilitate access to these 
agencies for a sizable group of young 
people. 

“On the basis of experience thus far, 
it is believed that about 50 per cent of 
the NYA youth can be provided with 
needed health service through some such 
arrangements, depending on geographic 
locations. The remaining group of youth 
present a problem for which there is no 
present solution.’’* 


Comment 


Thus the large size of the health prob- 
lem encountered by NYA throughout 
the country is seen. While the imme- 
diate correction of defects is desirable in 
view of the usefulness of this age group 
to national defense, the desirability for 
a broad and long-range program against 
dental disease in this country is apparent. 
Such a program can not be undertaken 
with the correction of defects as its sole 
basis unless tremendous sums are ad- 
vanced to pay for such activity. A long 
range program will include a program of 
health education with particular em- 
phasis on those portions of the program 
which present findings indicate have not 
been as successful as they might have 
been. 


Summary 


The National Youth Administration 
is a federal agency which is undertaking 
an enlarged health program in connec- 
tion with national preparedness. The 
personnel and operation of NYA in na- 
tion and state are described. The health 
program is discussed with special refer- 
ence to dental programs. A _ recently 
issued report on NYA health findings 
indicates the size of the problem that is 
being encountered. 


4. Ibid. P. 2511-2512. 
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“ADD ONE” 





There are times in the career of every writer when he finds that new material 
must be added to a story he had thought completed and to which he had appended 
“thirty”, the traditional symbol of the completion of an author’s task. On such 
occasions he deletes his “thirty”, slides a clean sheet into his typewriter and 
tentatively approaches his work by pounding out ‘‘add one” at the top of the page. 
This phrase indicates that he is writing more copy on the subject with which 
the previous page is concerned. 

In the last issue of THE JOURNAL the editor who had so ably guided this 
magazine through many issues wrote “thirty” to his editorial endeavors in order 
to take up new work for organized dentistry. This is one case in which an 
added page is both fitting and inevitable. 

For three years Dr. Harold W. Oppice served as editor of this JOURNAL and 
in that time he placed the mark of his ability and personality prominently en its 
pages. He brought new interest to these columns through his selection of articles 
on topical and scientific subjects. He spoke vigorously and straightforwardly on 
many issues, thus providing the editorial leadership that is the first requisite of any 
successful publication. He reorganized and developed the department that is 
devoted to the business affairs of this magazine and thus strengthened the mechan- 
ism which is essential to the production of a sound and stable publication. All 
of these things constitute a substantial contribution to the Illinois State Dental 
Society in general, and to each member of that society in particular. 

But even more than that. Dr. Oppice, as editor, informed his comment with 
a thorough knowledge of the problems and ideals of organized dentistry This is 
especially important in the critical days that are even now at hand. To his new 
position as secretary of the Chicago Dental Society he will take that knowledge 
of dentistry’s problems as well as a recognized and uncommon ability to aid in 
their solution. With him will go the best wishes of those many readers of THE 
JOURNAL who took from the pages under his editorship a large measure of 
information, instruction and inspiration. 


THE PEORIA MEETING 


Although the 77th annual meeting of the Illinois State Dental Society will soon 
be nothing more than a formal entry in the Transactions of this Society, it was 
much more than that in actuality. It brought together hundreds of dentists from 
every part of the state; it provided them with a distinctive program devoted to 
the scientific problems of dentistry; it provided more material for the conviction 
that membership in organized dentistry is worth much more than its actual cost. 

Any meeting of a large group is never the result of individual or isolated effort. 
It is the hard won product of many persons, each serving faithfully in a designated 
capacity. The recent meeting at Peoria was no exception to this rule and its 
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success is the success of many. It is striking, however, to remember that the 
Peoria District Dental Society, as Dr. Donelan pointed out in his Presidential 
Address, has been host to the state meeting nineteen times. This fact of familiarity 
and experience was betrayed only in the ease with which the program was con- 
ducted and in the splendid facilities that were made available for all of the 
various activities. It was not in evidence in the enthusiasm with which members 
of the host component went to their tasks nor in the fresh and genuine hospitality 
which greeted the many visitors. 

If such attitudes can be enlisted for all of the enterprises with which the state 
society is concerned, their success will be assured. The recent annual meeting, 
then, can be considered not only as a successful accomplishment of the present 


but also as a forecast of the sustained and united effort that will mark the days 
to come. 


DENTISTRY AND PREPAREDNESS 


The intolerable situation brought about by the induction of dentists into the 
army in a non-professional capacity and by the prospective drafting of dental stu- 
dents before they had finished their courses has been modified through action taken 
by the War Department and the Selective Service System. An extended statement 
sent to all local draft boards on these two important subjects is to be found else- 
where in this issue. 

The new regulations provide that dentists who have been inducted into the army 
in non-professional capacities will be encouraged to apply for commissions in the 
Dental Reserve Corps. Individuals who are accepted for appointment will be 
discharged and ordered to extended active duty for a period of twelve consecutive 
months. It is obvious that a dentist so inducted and commissioned may be required 
to serve more than the required twelve months since he starts a new year of service 
after he has been commissioned, his service as a private being discounted. 

The new regulations also pay attention to the fact that both civilian and military 
life face a shortage of dental personnel in the very near future. The requirements 
of the army and navy are imposed upon normal civilian requirements and the draft- 
ing of dentists may work an actual and dangerous hardship upon a community. 
The new regulations state that the “local board has the problem of deciding sub- 
ject to appeal whether or not an individual dentist is so necessary to a community 
that he should be deferred from training and service.” ‘The problem, it is stated, 
should be solved “with a clear appreciation of the overall national shortage, and 
with the health needs of the community clearly in mind.” 

Important steps were also taken to safeguard the normal reinforcement of the 
profession through the continued graduation of dental students. The induction 
of dental students before they had completed their courses and were qualified for 
practice would have seriously impaired the profession’s ability to render needed 
service. The new regulations ask “that no student who gives reasonable promise 


of becoming a qualified dentist be called to military service before attaining that 
status.” 


Thus the ridiculous dilemma in which War Department and Selective Service 
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System officials placed themselves has been moved toward solution. The earlier 
position of those officials was simply untenable, particularly in the face of the num- 
ber of dental defects found in Selective Service Act registrants and in the face of 
a decreasing dental student population. On the one hand these officials publicly 
bemoaned the fact that dental defects were so prevalent and, on the other, refused 
to remove any of the arbitrary restrictions that would improve the situation. Even 
in the light of indisputable evidence from the highest authorities in dental organ- 
ization and education a remedy apparently could not easily be found by govern- 
ment officials before this late date. 

This situation becomes even more ludicrous when one remembers that in the 
years before the crisis approached, the profession was repeatedly told that the 
mistakes of the last war would not be perpetuated in military regulations. When 
the crisis did arrive not only was there a repetition of all of the old discrimina- 
tions, but also an apparent unwillingness or inability to do anything about them. 

Organized dentistry has the right to know why these obvious preparations had 
not been made in the long interval, why these obstacles were not more quickly 
removed. Organized dentistry should take whatever steps are indicated to prevent 
this repeated frustration of a health service that has made, and is willing to make, 
its wholehearted contribution to the national health in a time of need. 


THE TIME BETWEEN 


This is the time between Memorial Day and Independence Day. It is a time 
when the soft sweetness of May is only shortly gone and with it the solemnity of 
another Memorial Day. It is a time when the heartier days of July are not far 
off, bringing with them a renewal of devotion to the spirit of liberty and freedom 
that we commemorate on Independence Day. It is the time between. 

The year of 1941 has given these two days new significance. Memorial Day 
of 1941 could not come without bringing cruelly to mind the many thousands 
who lie in fresh cut earth in almost every country of the Old World. Even while 
the honoring bugles sent out their notes in tribute to our own war dead, metal 
and powder and disease were claiming their victims for the Memorial Days of 
the future in other countries of the world. 

The comparison can be even more sharply drawn. 

When the new dawn of another Independence Day shall come, there will be 
gratitude in the hearts of millions for the freedom that invests our thinking, our 
speaking and our living. There will be a rededication to those essentials of human 
life and happiness with which this country began and made itself great. But 
in many other lands these torches of human life burn low. The strength of 
the flame is no longer great enough to light the dark places of tyranny, oppression, 
cruelty and terror. Only the shadows of individual liberty remain. 

The comparison grows even stronger when applied to the days of our own time. 

Memorial Day and Independence Day are not empty symbols of outmoded 
loyalties and devotions. Even in a cynical world grown callous with suffering 
and death, the reality of faith in a cause, of sacrifice for an ideal and of love 
of all human liberties must be apparent. It is our task to cherish these things 
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until we are again asked to share them with the less fortunate of other lands. 
In this time of crisis the approaches of compromise and doubt, of fear and hatred, 
of suspicion and lost faith must not be opened. To do that is to make shallow 
the deeper meanings of Memorial and Independence Day. 

This is the time between thought and decision for this nation. And if that 
decision — no matter what it be — is reached from the ideals and principles forged 
on earlier Independence and Memorial Days, then that decision will be well taken. 


THE UNLIMITED EMERGENCY 


With the proclamation of an unlimited state of emergency by the President 
the nation will move on to new efforts of preparedness for an unpredictable future. 
Certainly one of the greatest of the national assets is the health of its citizens. 
The Illinois State Dental Society will continue to use all of its resources in the 
development of a higher level of dental health and its individual members will 
faithfully fulfil their assigned tasks in caring for the needs of both civil and 
military populations in this time of national emergency. 


THE NEW OFFICERS 


The newly-elected officers of the state society take up their tasks at a time 
when the profession is confronted with a period of heavy responsibility. The par- 
ticipation of dentistry in measures of national preparedness, the conservation of 
dental personnel so that civilian and military needs may be met, the development 
of various types of dental care programs under official and unofficial agencies, the 
continued progress in the normal affairs of organized dentistry — all of these are 
problems that will need discussion and solution in the coming months. 

The new officers — Dr. J. Roy Blayney, president, Dr. L. E. Steward, vice- 
president, Dr. L. H. Jacob, secretary, Dr. Robert W. McNulty, treasurer, 
and Dr. Neil D. Vedder, president-elect — have the experience and the ability to 
meet these problems and solve them in consultation with the Executive Council. 
The only assurance that they will need is that a unified and willing membership 
stands behind them in their actions and decisions. Perhaps never before has 
such an assurance been so sorely needed; never before, we hope, will it have been 
so freely extended by a membership that is ready to meet any demand on its 
loyalty and service. 


NOTE FOR THE FUTURE 


With this issue of THE JOURNAL, a new editor takes charge of these pages. 
It will be his first task to maintain the influence and prestige of the state society 
publication in accordance with the traditions of those who have gone before him. 
The second, and larger task, will be to increase THE JOURNAL'S effectiveness as 
an informed and literate organ of dental opinion. 

These are not the single-handed tasks of any editor. They require the interest, 
enthusiasm and cooperation of the membership. Only in the measure in which 


these are given can the future progress of THE JOURNAL be estimated.—Harold 
Hillenbrand. 











CURRENT NEWS and COMMENT 





NEW EDITOR 
FOR JOURNAL 


The new editor of the ILLINOIS DEN- 
TAL JOURNAL, Dr. Harold Hillenbrand, 
was appointed by the Executive Council 
to succeed Dr. Harold W. Oppice at 
the recent annual meeting in Peoria. 
Dr. Oppice resigned to take up his new 
duties as secretary of the Chicago Dental 
Society, a post to which he was elected 
in May. Dr. Hillenbrand has been edi- 
tor of the official publication of the Chi- 
cago Dental Society for the past four 
years. 


NORTHWESTERN ALUMNI 
HOLD HOMECOMING 


The Northwestern University Dental 
School Alumni Association will hold its 
annual two day homecoming on June 
11-12. The first day of the meeting will 
be devoted to a clinic program held in 
the Ward Memorial Building, 311 East 
Chicago Avenue, Chicago. The second 
day will be given over to an all day golf 
outing. Members of the Alumni Asso- 
ciation and their friends are invited to 
participate in the annual event. 


CITIZEN BILL PASSED 
BY STATE HOUSE 


Legislation which would require the 
members of fourteen professions, includ- 
ing dentistry, to be citizens of the United 
States in order to practice their profes- 
sions was passed overwhelmingly by the 
state house of representatives on May 
15. The legislation is contained in a 
bill which was sponsored by Represen- 
tative S. O. Dale (R., Fairfield). The 
bills which were passed by a vote of 107 
to 6 now go to the Senate for action. 
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BUHL FOUNDATION ENDS 
RESEARCH CARIES WORK 


The Buhl Foundation of the Mellon 
Institute terminated its five-year pro- 
gram of fundamental research on the 
relation of foods to dental caries, accord- 
ing to a recent report in Science.1 The 
conclusion has been reached that pre- 
eruptive influences are dominant in the 
subsequent susceptibility of rat teeth to 
caries. It has been suggested in fact that 
caries-resistant teeth can be produced by 
pre-eruptive nutrition. Fluorine plays 
a prominent part in such caries preven- 
tion and according to available data ex- 
erts its action by modification of enamel 
structure. It has been proposed that 
caries can largely be prevented by the 
pre-eruptive use of fluorides, but sup- 
porting data for human caries are needed 
before such a practice can be defined for 
introduction. 


RESEARCH BILL IS 
PASSED BY SENATE 


The dental research bill, S$. 194, which 
appropriates money for the investigation 
of dental diseases, was reported favor- 
ably by the Senate Committee on Edu- 
cation and Labor. On May 23 the bill 
was passed by the Senate and it now 
goes to the House of Representatives for 
action. 

The bill was introduced by Senator 
James M. Murray, of Montana, at the 
request of the National Health Program 
Committee as organized dentistry’s in- 
itial step in the development of an en- 
larged program for national dental 


health. 


1. Science, 93:499 (May 23) 1941, 








Current News and Comment 


SPRINGFIELD DENTAL 
ASSISTANTS ASSOCIATION 


The regular monthly meeting of the 
Springfield Dental Assistants’ Asso- 
ciation was held on May 20. A business 
meeting with reports from committees 
preceded the dinner given at The Mill. 
Isabelle Ewing was selected to arrange 
the study club meetings for the sum- 
mer months. A sport dance, to be ar- 
ranged by Edith Scott, chairman, will 
be held on June 26 at the Lake Beach 
House.—Marguerite Reifler, Chairman 
of Publicity. 





ELECTION BY 
CHICAGO ASSISTANTS 


The election and installation of off- 
cers of the Chicago Dental Assistants’ 
Association took place at the monthly 
meeting held on May 15 at the Stevens 
Hotel. Meetings of the Association will 
be resumed in September.—Grace OI- 
sen, Publicity Chairman. 


STATE MEDICAL SOCIETY 
STARTS NEW CENTURY 


The Illinois State Medical Society 
began its second 100 years of existence 
at its annual meeting held in Chicago on 
May 21-22. Dr. James Scott Temple- 
ton, of Pinckneyville, president of the 
society, was in charge of the sessions, co- 
operating with Dr. Harold M. Camp, 
of Monmouth, secretary. 


NYA PLANS STATE 
DENTAL PROGRAM 


The state National Youth Adminis- 
tration is now consulting with officials 
of the Illinois State Dental Society in 
preparation for the establishment of aen- 
tal programs. The National Youth 
Administration is a federal agency which 
has recently intensified its program be- 
cause of its relationship to national de- 
fense projects. NYA has developed a 
program for training out of school youth 
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for work essential to defense prepara- 
tions. Many of these youths live in Resi- 
dent Centers which are convenient to 
the NYA projects. NYA proposes to 
provide medical and dental attention for 
these persons and has started on a pro- 
gram of dental examinations. 

State NYA officials have been re- 
quested to consult with officers of the 
component societies before developing 
any program in the state. Information 
on NYA programs may be obtained from 
the Public Welfare Committee of the 
state society through the district repre- 
sentatives. 


STATE INCREASES 
DEFENSE PRODUCTION 


In the ten months since American de- 
fense production began on last July 1, 
the state of Illinois has received $365,- 
844,590 in contracts out of $14,561,- 
342,981 let nationally, or about 214 per 
cent of the whole. In these ten months 
Illinois has received $264,856,312 worth 
of army contracts and $41,007,973 from 
the navy. To this must be added $117,- 
736 in defense housing awards through 
the Farm Security Administration, 
$2,644,484 for United States Housing 
Authority projects, and $1,990,700 for 
Public Building Administration defense 
housing; $4,281,118 in WPA defense 
work allocations; $2,424,191 for de- 
fense training by the Office of Educa- 
tion; $3,304,379 through the National 
Youth Administration for machinist 
training; $45,047,546 through the De- 
fense Plant Corporation for factory ex- 
pansion, and $270,350 for the same 
purpose by the Reconstruction Finance 
Corporation. 

This comparatively low figure for 
Illinois is due to the fact that well over 
half of the national total has gone into 
naval and maritime commission shipping 
awards, virtually all of which has been 
absorbed by the coastal states. 
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STATE DENTAL 
ASSISTANTS MEET 


The meeting of the Illinois State 
Dental Assistants’ Association was held 
on May 11 at the Pere Marquette Ho- 
tel, Peoria. The program was arranged 
by Katherine Hastings, Program Chair- 
man. Dr. J. Roy Blayney gave an illus- 
trated lecture on “Diseases of the 
Mouth” and Dr. W. E. Wilson pre- 
sented a clinic on “The Use of Acrylics 
in Operative Dentistry.” 


A.M.A. FINED ON 
TRUST CHARGES 


The American Medical Association 
was fined on May 29 by Justice James 
M. Proctor of the Washington District 
Court for violation of the Sherman anti- 
trust act. The A.M.A. and the Dis- 
trict of Columbia Society were found 
guilty of violating the Act on April 4. 
At the same time 18 physicians, includ- 
ing five officials of the A.M.A. were 


exonerated. The A.M.A. was fined 
$2,500.00 and the District Society, 
$1,500.00. 


NATION PLANS 
IMPROVED NUTRITION 


A meeting of 700 leaders in related 
fields attended the first national nutri- 
tion conference called by the President 
in Washington on May 26-28. The 
conference was intended, according to 
Dr. Thomas Parran of the Public 
Health Service, “to tell us how to 
translate our knowledge of nutrition 
into every-day reality for all the peo- 
ple.” 

“Forty per cent of the 
population”, he continued, “are not 
properly fed. The ill-health results 
mean a slowing down of industrial pro- 
duction, a danger to military strength 
and a lowering of the morale of millions. 

I hope that this conference will 
make recommendations to solve nutri- 
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tion problems at national, state and com. 
munity levels as an essential part of 
defense and as part of a continuing na- 
tional health and welfare program.” 


MOUTH HYGIENE COUNCIL 
GIVES BENEFIT PERFORMANCE 


The Mouth Hygiene Council of Illi- 
nois will sponsor a benefit performance 
of The Mikado to be given on June 13 
by the capella choir of the Chicago 
Teachers’ College. The Council will de- 
vote the proceeds to furthering its pro- 
gram of dental health 
schools and communities. 

Tickets are available from Mrs. War- 
ren Sivyer, Room 1403, 30 North Mich- 
igan Avenue, at seventy-five cents and 
one dollar. 


education in 


DENTAL OFFICERS FOR 
OVERSEAS DEPARTMENTS 


Under a recently revised War De- 
partment directive, a total of 129 dental 
officers, both Regular and Reserve, will 
be required for duty outside the con- 
tinental limits of the United States. 
This directive also contains tables rep- 
resenting the officer strength for all 
branches which the War Department 
expects to maintain in each department. 
The need for regular army dental ofh- 
cers to fill key positions in the rapidly 
expanding military establishment has 
made it necessary to order the return 
of a number of such officers from for- 
eign service. Regular army dental off- 
cers returning to the United States will 
be replaced, in their foreign assignments, 
by reserve officers. 

The number of dental officers, includ- 
ing both regular and reserve, which will 
be maintained in the overseas depart- 
ments, follows: Hawaiian Department 
37, Panama Canal Department 43, 
Philippine Department 24, Puerto Rican 
Department 18 and Alaska 7. 








Current News and Comment 


SELECTIVE SERVICE 
ACTS ON DENTISTS 


Action to improve the status of den- 
tists and dental students under the Se- 
lective Service Act has finally been taken 
by the national headquarters of the Se- 
lective Service System in Washington. 
In an extensive report, issued on May 
12 by Deputy Director Lewis B. Her- 
shey, steps were taken to maintain the 
supply of dentists necessary to civilian 
and military life. 

The following memorandum was ad- 
dressed to all state directors of the 
Selective Service System. 

“Reports from the Office of Produc- 
tion Management and from the War 
Department to the Deputy Director of 
Selective Service demonstrate that the 
dental profession constitutes an activity 
essential to the national health, safety 
and interest, and that a serious interrup- 
tion or delay therein is likely to impede 
the national defense program. The sub- 
stance of these reports is broken down in 
detail for the information of local Selec- 
tive Service Agencies as follows: 

“T, DENTISTS 

“A. Supply: At present it is esti- 
mated that there are approximately 
70,000 practicing dentists in the country. 

“B. Demand: The national defense 
program as now outlined requires 5,220 
dentists for the army and 100 additional 
dentists each year for the navy. These 
requirements and the increased demands 
from sources other than the armed forces 
represent a reduction of at least 5 per 
cent in the number of dentists available 
for service in civilian life. Over the past 
few years there has been an actual de- 
crease in the number of dentists in this 
country —this in spite of a growing 
population. It is estimated today that 
about 22 per cent of the United States 
population receives dental care. The 
effect of this situation is reflected in data 
which show that sub-standard teeth and 
oral diseases constitute the greatest sin- 
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gle cause for physical rejection of 
selectees. These rejections not only rep- 
resent a loss of manpower available for 
military service, but may be taken as 
indicating an impaired level of effective- 
ness in the performance of civilian de- 
fense work. Any further: reduction of 
dental facilities may be expected further 
to aggravate the situation. 

“C. Shortage: Although the War 
Department reports that there are now 
sufficient officers in the Dental Corps 
Reserve to meet their current require- 
ments, from the above it is apparent 
there is an overall and increasing na- 
tional shortage of dentists. Further, the 
supply is not distributed in accordance 
with the population so that consequently 
there are present shortages in some local 
board areas while on the other hand 
there are present surpluses in other local 
board areas. However, any such sur- 
pluses may be substantially reduced and 
even wiped out entirely by reason of the 
requirements of the armed forces and 
the increased civilian requirements as 
above indicated. 

“D. Policy and Procedure: The local 
board has the problem of deciding sub- 
ject to appeal whether or not an indi- 
vidual dentist is so necessary to a com- 
munity that he should be deferred from 
training and service under the provisions 
of paragraph 350-353 of the Regulations. 
This problem should be approached with 
a clear appreciation of the overall na- 
tional shortage, and with the health 
needs of the community clearly in mind. 
In classifying the local board should give 
full weight to the fact that the Dental 
Reserve Corps is at present of sufficient 
strength to fill current Army needs. If, 
nevertheless, the local board determines 
that he should not be deferred, and he is 
finally placed in Class 1-A, it should call 
his attention to the following War De- 
partment instructions: 


“Individuals who are qualified for 
appointment in the Dental Corps Re- 
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serve who have been inducted under the 
provisions of the Selective Training and 
Service Act of 1940 should be encour- 
aged to apply for appointment in order 
that they may serve in a professional 
capacity. Individuals accepted for ap- 
pointment will be discharged and or- 
dered to extended active duty for a pe- 
riod of twelve consecutive months, 


“II, DENTAL STUDENTS 


“A. Supply, Demand and Shortage: 
The following is an estimate of the out- 
put of the dental colleges, compared 
with the dental needs of the country if 
the present ratio of dentists to the popu- 
lation is to be maintained. 

1941 1942 1943 1944 
Number of grad- 
uates necessary to 
maintain present 
ratio of dentists 
to population ...2250 2250 2250 2250 


Estimated num- 
ber of dental 
graduates ...... 1550 1809 1809 1809 


Shortages per 
year 750 441 441 441 

“This results in a shortage over a 
four year period of 2,073. There are no 
replacements for dental students who 
are withdrawn from school. Conse- 
quently, if the supply of dental students 
who are to be graduated into the dental 
profession is reduced through their in- 
duction to serve in non-professional ca- 
pacity, an increasing reduction of dentists 
available for military service as well as 
an aggravation of the increasing overall 
national shortage will result. 

“B. Policy and Procedure: It is of 
paramount importance that the supply 
be not only maintained but encouraged 
to grow, and that no student who gives 
reasonable promise of becoming a quali- 
fied dentist be called to military service 
before attaining that status. Local boards 
should remember that a deferment is 
not an exemption and that the obliga- 
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tion and liability for military service re- 
mains upon its expiration...” 


STATE ACTS ON 
DRAFT RULING’ 

Local draft boards in Illinois were 
cautioned on May 19 against called men 
needed in factory or field or students of 
promise in professional and_ technical 
fields. 

Paul G. Armstrong, state director of 
selective service, called attention to the 
recent announcement by national head- 
quarters of the selective service that the 
Office of Production Management and 
other national defense agencies reported 
growing shortages not only of skilled 
mechanics but also in vital professions 
such as dentistry. 

The draft boards were requested to 
scan registration lists and change the 
classification of men vital to industries 
within the defense program from Class 


1-A to Class 2-A. 


LETTER FROM 
SENATOR BROOKS 

Senator C. Wayland Brooks has in- 
formed the state society, through a let- 
ter to Dr. L. H. Jacob, secretary, of 
the steps taken by the War Department 
with regard to appointments in the 
Dental Reserve Corps. The text of 
Senator Brooks’ letter follows: 

“T have received a letter from the 
Adjutant General relative to appoint- 
ments in the Dental Corps Reserve and 
because of your interest in this matter 
I am forwarding to you the enclosed 
copy. 

“Please let me assure you that I am 
anxious to be of service at all times and 
I hope that you will not hesitate to 
call upon me at any time that I may 
be of assistance.” 

The letter from the Adjutant General 
dealt with the commissioning of inducted 
dentists and the deferment of dentists 
needed in communities. The text of 
this War Department ruling will be 
found elsewhere in this department. 











© BOOK REVIEW - 





LECTURES ON Miu itary DENTISTRY. A 
series of lectures prepared as a part of 
the activities of the Army Dental School, 
Col. Lowell B. Wright, (D. C.), Director, 
with the collaboration of Brig. Gen. 
Leigh C. Fairbank, (D. C.), Maj. Roger 
G. Miller, (D. C.), Capt. Francis P. 
Kintz, (M. C.), Capt. Douglas B. Ken- 
drick, Jr., (M. C.), Capt. Wm. P. 
Barnes, Jr., (D. C.), Capt. James S. 
Pegg, (D.C.) and Lt. Richard D. Darby, 
(D. C.). Pp. 104 with 82 illustrations. 
Published by the Dental Preparedness 
Committee of the American Dental As- 
sociation (with the permission of the 
Surgeon General of the United States 
Army); Price, $0.75. Chicago: Ameri- 
can Dental Association 1941. 


This pamphlet, a laudable contribution 
by organized dentistry to the purpose of 
national defense, touches upon the various 
phases of military dentistry. In the fore- 
word the Surgeon-General states that, 
“many of the grave and serious problems 
confronting the military dental surgeon 
present entirely new aspects on dental 
surgery,” and these problems “bring the 
dental officer into closer relation with mili- 
tary surgery and demand a thorough 
knowledge of the difficulties presented, the 
best methods for their care and a keen 
understanding of the latest developments 
related to traumatic surgery as well as 
shock and chemotherapy.” 


Civilian Dentists 


In the rapid expansion of the army, dur- 
ing this national emergency, the induction 
of civilian dentists presents a very definite 
problem. Aside from the fact that many 
officers have had little or no military 
training, their dental experience has been 
confined, in most cases, to practice in 
offices with one or two operating rooms. In 
their new environment they become a part 


of an individual dental clinic with a staff 
of as many as twenty-five dentists, thirty 
enlisted assistants, with nurses and dental 
hygienists, and must care for at least two 
hundred patients a:'day. In the other 
phase, combat service, the dental officer 
is part of the medical team, functioning 
as an “auxiliary medical officer and as such: 
assisting in the care of battle casualties.” 
Under the plan of organization there are, 
besides the maxillo-facial units at base or 
general hospitals, similar miaxillo-facial 
teams attached to mobile units in combat 
zones. The functions of such teams are 
outlined in lectures on such subjects as 
“The Surgical Considerations of Jaw 
Casualties”, ‘Gunshot Wounds of the 
Face”, “First Aid for Jaw Casualties” and 
“Fractures of Maxilla and Mandible”. Lec- 
tures are devoted, as well to such subjects 
as chemotherapy, tracheotomy and the 
dietary management of maxillo-facial cases. 


Valuable Material 


There is some overlapping and repeti- 
tion, probably unavoidable, but condensed 
into this pamphlet is much valuable mate- 
rial, conscientious study of which should 
provide at least an elementary understand- 
ing of the problems to be encountered, the 
duties of a dental officer and the many as- 
pects of battle casualties for which he may 
be called upon to care. 

It is unfortunate that the Bureau of 
Medicine and Surgery of the Navy was, 
apparently, not consulted in the prepara- 
tion of this pamphlet, inasmuch as they 
may be the first to encounter battle cas- 
ualties. The navy dental officer afloat func- 
tions in an identical relationship as an 
auxiliary medical officer on battle station 
and may readily be called upon to handle 
problems quite similar. This monograph, 
therefore, holds much that may be of value 
to him.—F. F. Molt. 
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°° HERE & THERE - 





Arch Ward, Sports Editor of the 
Chicago Tribune, contends that the 
spirit of competition is what makes 


America great and, contrariwise, the 
lack of it is what makes for bloodshed 
Mr. Ward appeared before 
the monthly dinner meeting of the Chi- 
cago Dental Society a few weeks ago and 


and strife. 


those who came expecting a dissertation 
on why the Cubs are not doing so well 
listened with bated breath to philosophy 
instead. Not but what he mentioned 
the Cubs in passing. He put everyone 
on the edge of the chair by beginning 
with the statement that the Cubs are out 
after Mize of the Cardinals, come what 
may, and are willing to trade practically 
the whole team to attain that end. That 
was one of Mr. Ward’s facetious mo- 
add. He also 
claimed that his (Ward’s) plays were 
used by many of the Big Ten teams, 
to say nothing of the All-Stars. He 
didn’t explain, however, how it hap- 
pened that the pros have, of late, come 
out on the big end of the score. 


ments, we hasten to 


Golden Gloves 


He went on to say that the reason 
for giving up the International Golden 
Gloves matches was not that the Euro- 
pean teams were not ready to come 
despite the war; it was because of a 
possible battle royal participated in by 
the spectators. The athletes themselves 
could be depended upon to conduct 
themselves like gentlemen but there 
would be sure to be some of the unruly 
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element in the ringside seats who would 
start something. He concluded his ad- 
dress with the thought-provoking state- 
ment that we are rapidly drifting toward 
a collectivist state. Most Americans are 
getting soft and seem to be willing for 
a paternalistic central government to 
map their lives for them. An athlete, on 
the other hand, still believes in the 
ancient law of the survival of the fittest 
and survival, in a state of free compe- 
tition, is achieved only by training, toil 
and sweat. 


Capistrano 


The words of that song about the 
swallows coming back to Capistrano are 
They have a basis in 
The Mission of Capistrano, or 
what’s left of it, where these famed 
swallows roost, was built some 130 years 
ago and then, in 1812, 


not pure fiction. 
fact. 


an earthquake 
came along and practically ruined the 
place, thereby making it a haven for the 
swallows but a roofless sanctuary for 
the worshipers at the shrine. There are 
some 10,000 of these swallows in all and 
as regularly as though their timetable 
had been ordained in heaven, they mi- 
grate and return on October 23 and 
March 19 of each year. Or they had 
up until the year 1936. In keeping with 
the spirit of the times, which called for 
the spending of huge sums of money on 
worthless projects, someone conceived 
the idea of making a Hollywood spec- 
tacle of these poor, innocent birds. Elec- 
tricians were ordered to put in micro- 














Here & There 


phones the night before the scheduled 
migration. They toiled all night in- 
tent upon catching the sound of the 
multitude. But on that particular night, 
no one knows why, the swallows decided 
to leave early. Mind you, only once 
in all these years had they varied their 
schedule by as much an an hour. That 
was once when they were delayed by a 
storm at sea. And yet in 1936, a whole 
night ahead of time the workmen heard 
a sound like thunder and looked up to 
see the host disappear in the distance. 
A mystic or a saint might solve the 
riddle but for the rest of us it will re- 
main a mystery forever. ‘What there- 
fore God hath joined together let not 
man put asunder.” 


Earning 


The earning capacity of the average 
dentist is exactly $3,730 a year. His 
overhead amounts to $1,581, leaving him 
$2,149 as his net income. His seven 
years of study cost him approximately 
$7,000 and his equipment $4,000, so he 
is $11,000 in the red before he treats 
his first patient. It is no wonder then 
that the credit rating of dentists is a 
bit low, one out of four being considered 
satisfactory risks. "There was a dentist 
we once knew who could beat this 
racket. The only books he kept were 
his patients’ record cards and his cash 
register was his pants pocket. He would 
take in $10, put $5 of it in his right 
hand pants pocket, the other $5 in the 
left hand pants pocket. One would go 
to the office expense and the other for 
living expenses and savings, if any. He 
was one of those fellows who believed 
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in “let not thy left hand know what 
thy right hand doeth.” If there was 
anything left at the end of the month 
it staked him to a good poker game. 
Maybe he had something there! 


Sniping Department 


The sniping department picked up the 
following bits of gossip. Don Gallie, 
Sr., missed the last state meeting. Don 
retired from active practice on the first 
of May and spent a few weeks getting 
used to it at Martinsville, Indiana. 
Martinsville is the place where you 
drink sulphur water, bathe in sulphur 
water and exude the smell of sulphur 
water all the while you are there. It 
takes a good constitution to stand it... . 
P. G. Puterbaugh is going at this re- 
tirement business in easier stages. Pliney 
has bought a farm down near Peru, In- 
diana, and expects to spend three days 
a week farming it and three days a 
week teaching and practicing dentistry. 
On Sundays, we suppose, he just loafs: 
Must be something in this farming 
business, especially as it is pursued in 
Indiana. Among other agronomists of 
the Hoosier state are Earl Graham and 
John McGuire. John, however, doesn’t 
work at it much. He’s an absentee land- 
lord for the most part. . . . When your 
correspondent lays down the mantle of 
Here & There more and, we hope, 
better talent will be available. Such 
assurance comes for instance from a 
perusal of the column entitled, “Reals 
Riddlings” in the Bulletin of the Peoria 
District Dental Society. The way Real 
riddles both friend and foe alike seems 
to strike a responsive chord in this col- 
umnist’s breast—James H. Keith. 
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PRESIDENT’S MESSAGE 

Another year of activity has been completed and another annual meeting of the 
Illinois State Dental Society has been written into the records. I am sure that I 
express the thoughts of the entire membership when I say that it was a successful 
year for the Society. Those who took an active part in planning and directing 
the activities of the Society should be congratulated. 

The trend of the times is affecting the program of organized dentistry as much 
as it is our private lives. New problems of far reaching significance are continually 
being presented for study and solution which demand the careful thought and 
consideration of each and every one who has been charged with the responsibility 
of representing the Society. Never before has the need been more acute for a care- 
fully planned program in the various phases of our activity. 

One cannot assume the office of President of the Illinois State Dental Society 
without being awed by the responsibilities which go with the office, the ability and 
attainments of those who have held this position in the past, and by the realization 
of the expression of confidence which the position indicates on the part of the 
entire membership. 

The officers and committeemen request every member to make full use of the 
Society which is yours. We ask for your loyal support in all the various activities, 








and we pledge to you the very best of which we are capable—J. R. Blayney. 


PEORIA 


The dentists and physicians were guests 
of the J. D. Roszell Company at a special 
meeting on May 5 at the Jefferson Hotel. 
After a fine steak dinner which ended with 
a novel dessert of ice cream in the shape 
of cows, we had the privilege of hearing 
Dr. Julian D. Boyd, Associate Professor of 
Pediatrics at Iowa University, on the sub- 
ject of diet and its relationship to dental 
caries. I am sure all of us gained some 
helpful ideas regarding caries and that the 
sentiment of the group is summed up in a 
big “thank you” to Roszells. 

All who attended the convention should 
know what happened, but sometimes cir- 
cumstances cause us to partake of some 
events that prevent our attending others. 
So for the benefit of those who want to 
know, here are a few facts about the bowl- 
ing congress: champion (actual pins), H. L. 
Freidinger, Decatur; champion (with han- 
dicap), V. L. Griseto, Chicago. Others win- 
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ning prizes were: L. H. Johnson, J. Wal- 
lace, C. W. Holz, S. B. La Due, L. L. 
Strong, A. L. Peters, E. E. Hoag, R. M. 
Blue, T. J. Campbell and J. M. Elson the 
low game man with 88 pins. Chairman W. 
H. Hartz had twenty-six bowlers in the 
congress. 

The trap shoot attracted fifteen con- 
testants. Nine prizes were awarded. The 
champion was R. L. May who made 94 
out of a possible 100 shots in combination 
skeet and trap shooting. The information 
on the trap shooting is not as complete 
as we would like but chairman R. L. May 
was very modest and said he knew nothing 
about the results and referred us to C. D. 
Hermon the publicity chairman. 

The reports on the golf tournament and 
sports dinner will have to wait until some 
other time as we have more important news 
about two of the Canton boys. 

On April 25 E. D. Geiger became a 
grandfather. So the first week in May 
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found Grandpa Geiger in Oshkosh, visiting 
his daughter, Betty Sawtell, and his new 
grandson. 

The other Canton boy should long re- 
member the 1941 state convention for on 
May 12 Janet Virginia, a nine pound girl, 
first had a look at her father, H. P. Max- 
well. The young lady is the first child and 
is named after her mother, Virginia Jame- 
son Maxwell. 

Congratulations to the new granddad and 
to the Maxwell family. We had asked 
Maxwell some time ago to send us some 
news items about the Canton boys but we 
hardly expected him to go to all that 
trouble or do it in such a big way. That 
is an idea we might leave with the rest of 
you. In fact, the “we might leave” idea 
appeals to us—E. H. Mahle, Component 
Editor. 


FOX RIVER 


The annual Past Presidents’ meeting of 
the Fox River Valley Dental Society was 
called to order by Dr. R. G. Nicholson 
at the Baker Hotel, St. Charles. Twenty- 
nine members, of whom seventeen were 
past presidents, and the guest speaker were 
present to enjoy the steak dinner which 
preceded the business session. The min- 
utes of the April meeting were read and 
approved. A brief report of the Illinois 
State Dental Society meeting was given by 
our president relative to redistricting com- 
ponent societies to coincide more closely 
with county lines. This matter will be 
placed before each society for their recom- 
mendation before any action will be taken. 

Chairman Charles B. Freeman made the 
following announcement on golf meetings 
for the summer months. June 18 at 
Crystal Lake Country Club, July 23 at St. 
Charles Country Club, August 20 at 
Aurora Country Club. 

A motion was made by Lloyd C. Black- 
man that Dr. Gail Elliott, the first presi- 
dent of the Fox River Valley Dental Soci- 
ety, be made an honorary member. A 
unanimous vote in the affirmative approved 
the motion. The seventeen past presidents 
who were present stood as their names were 
read by the president and responded to 
applause from the group. The meeting 
was then turned over to Dr. W. B. Downs 
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who introduced the clinician of the eve- 
ning, Dr. Maynard K. Hine of the faculty 
of the College of Dentistry, University of 
Illinois. His subject “Etiology of Perio- 
dontia in the Different Stages” was illus- 
trated with lantern slides. The treatment 
given as a routine procedure at the Uni- 
versity was outlined. Meeting was ad- 
journed at 10 P. MJ. M. Adams, Sec- 
retary. 


WILL-GRUNDY 

The Will-Grundy Dental Society held 
its annual outing on May 21 at the Morris 
Country Club. The day was spent by most 
of the members in an attempt to turn in 
the best scores in golf. In the evening a 
very delicious chicken dinner was served, 
after which the regular meeting was 
opened. Roll call was taken and the min- 
utes of the last meeting were read, ap- 
proved and placed on file. Dr. E. A. 
Dainko introduced Robert Blaine of the 
Lewis School of Aeronautics, who gave the 
members a short description of the activi- 
ties of the school. He then presented a 
motion picture, “Go Up, Young Man, Go 
Up” which was very interesting and well 
received by all. 

Bill Limacher took first prize in the golf 
tournament with the beautiful score of 78, 
while close behind him came Karl Sitar ~ 
with an 84 to grasp the second prize. R. J. 
Rock came in third with a score of 90. 

Congratulations are in order for Dr. Vin- 
cent Fornango who is now a married man. 
Mrs. Fornango is the former Mary Louise 
Pierce of Joliet—Joseph W. Zelko, Com- 
ponent Editor. 


DECATUR 


With a new editor in charge of THE 
JOURNAL we do not know what kind of a 
reception our misinterpretation of the Eng- 
lish language will receive. We were sorry 
to see Harold Oppice retire as editor for 
he has certainly produced a fine journal in 
the past year. His successor, Harold Hil- 
lenbrand, is no novice as an editor and in 
behalf of the Decatur District Dental Soci- 
ety we congratulate him on his appoint- 
ment. 

Saturday, June 21 is the date you have 
been waiting for, Dr. Foster informs us. 
The annual picnic of the Decatur District 








242 


Dental Society will be held at Keister’s 
Landing. Fishing, trap shooting, rifle shoot- 
ing, barn yard golf, bull shooting, games 
of all description and a grand menu of 
food and drink are on the program. There 
will be special prizes for all events. The 
picnic will be an all day affair and you are 
welcome any time you can come. All mem- 
bers of the Illinois State Dental Society 
are invited. We would particularly like to 
see Mahoney of Wood River come out that 
day. Perhaps he could give us a talk sim- 
ilar to the one he gave to the Lions club 
in Peoria. (He should live so long as even 
to try). You are most welcome, Jim. 
Specific directions on how to get to the 
picnic grounds will be mailed to you on 
request. 

Dr. Wayne Grissom, our newest recruit 
in the society, did once enjoy a carefree 
existence. Perhaps being a social being he 
tired of such a lonely existence, for in the 
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near future wedding bells will chime. Con- 
gratulations, Wayne, and the best of luck. 
You had better come to the picnic for you 
will pick up some timely advice on how to 
conduct yourself as a married gentleman. 

All the boys who attended the state 
meeting claim it was one of the finest yet. 
We would like to borrow that magician for 
our picnic. I could use him in some of 
the games. Don’t forget the picnic, June 
21, Keister’s Landing—T. J. Campbell, 
Secretary. 


WINNEBAGO 


The Winnebago County is having its an- 
nual picnic at the Forest Hills Country 
Club on June 18. The fact that the meet- 
ing is in charge of our most capable leader, 
C. E. Werner, in itself promises that it is 
going to be a huge success. There will be 
many prizes, a big dinner and other inter- 
esting events—W. M. Magnelia, President. 


DISCUSSION OF ADDRESS 


(Continued from page 213) 


The War Department and Selective 
Service vigorously opposed this bill in 
a public hearing before the Military 
Affairs Committee of the Senate but 
in spite of this expected opposition the 
American Dental Association has con- 
tinued to seek support of this measure. 
A few days ago, the Selective Service 
System released a memorandum to the 
6,500 local boards that stresses the need 
of deferment of dental students for 
six month periods until graduation, and 
the War Department reopened commis- 
sions in the dental reserve for qualified 
dentists who are inducted. 

There is a growing demand for 
amendment to the Selective Training 
and Service Act from essential indus- 
tries, professions and government of- 
ficials. Senator Murray’s bill, modi- 
fied to provide deferment of dental, med- 
ical and veterinary students until their 
graduation, may be reported out by the 
Military Affairs Committee of the Sen- 


ate following an executive hearing set 
for next Friday. Opposition to the en- 
actment of this modified bill may defeat 
it, but I am certain that we must en- 
dorse it and that legislation of this 
character will finally be supported by 
the government agencies to provide for 
a conservation of dental resources. 

To no other group but ourselves, have 
we ever looked, or can we expect to look, 
for the promotion of legislation that 
seeks to protect the dental health and 
welfare of the nation. 

In closing this discussion, may I en- 
dorse President Donelan’s commenda- 
tion of all those members who, with our 
officers, have labored in this past year 
with unselfish zeal to promote the in- 
terests of this society and profession. 
And, recalling the final lines of our 
president’s address in which he speaks 
of the coming turbulent years, may we 
ever bear in mind that however dark 
the night may be, dawn lies just ahead. 
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NOBILIUM 
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Fox Building 
16th & Market Sts. 
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A DIFFERENT 
APPROACH 


NOBILIUM’s approach to your pros- 
thetic needs is different. This alloy, 
developed for denture use exclusively, 
gives you what you want for your 
patients . . . . esthetics, strength, 
beauty, lightweight, durability, flexi- 
bility, resiliency, easy repairability, 
and economy. A large order to fill, 
but NoBIL1uM can and does carry 
through on every one of these basic- 
ally important features. 


Complement your prosthetic skill i 
with NoBILIUM . .. the chromium- NV 
cobalt metal of noble perform- \Y ‘a 
ance. There’s a NOBILIUM labora- 

tory near you. Ps 


ODUCTS,: INE. 


CHICAGO 
Medical & Dental Arts Bidg. © 
185 N. Wabash Ave, 











A 1 3 








RELIANCE 
RELIANCE 
RELIANCE 
RELIANCE 











RELIANCE DENTAL LABORATORY | 
FOR THE DISCRIMINATING DENTIST. — 


You can have it done better with 


Reliance Dental Laboratory 


Box 503, Main P. 0. St. Louis, Missouri 
G. REMME 
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ARTHUR J. SCHROEDER Dental Laboratories 


2320 LAWRENCE AVE. . . . CHICAGO, ILL. 











Over a protracted period of years, 


a prosthetic material that attains 


osc d y Pp 





innate good- 
ness for a fixed purpose and a 
definite use. 

Vitallium, the only true Cobalt-Chromium 
alloy, has gained eminence in Prosthetic 
Dentistry and Orthopedic Surgery because 
it has demonstrated its inherent physical 
properties which provide superior per- 
formance in the mouths of dental patients 
and in the bodies of surgical patients. 

It is but logical, then, that Surgical Nails, 
Screws, Plates and Special Appliances cast 
of Vitallium should receive a call to the 
colors in a national emergency. The service 
of Vitallium in the Defense Program may 
be traced not only to its worldwide 
acceptance by the dental profession but 
also to its extensive use among leading 
orthopedists in internal fracture treatments. 


Several noted surgeons reported in the 
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“The 


introduction of Vitallium as a 


“Annals of Surgery"’: 
means of internal fixation, has 
been one of the outstanding 
contributions to our advance in bone 
surgery." This is a single statement among 
many similar recorded commendations. 

Vitallium surgical nails, screws and plates 
will be employed in the Defense Program 
for the internal fixation of fractures, because 
the alloy is inert in living tissue and does not 
cause necrosis, excessive callus growth, nor 
discoloration of bone or tissue. Vitalliuym 
is compatible with tissue in Surgery as 
in Dentistry. 

The story of Vitallium would be in- 
complete, if, among the apex points of 
interest in its distinguished professional 
career, its service in the Defense Program 
were left ynheralded. 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue 


. Dearborn 6721 


CHICAGO, ILLINOIS 




















Dr. Butler Tooth Brush 


Is the personal choice of many of 
the profession from coast to coast. 
| They deem it worthy of their con- 
| fidence, therefore prescribe it 
| exclusively. Why not add your 
| own name to this outstanding list? 


JOHN O. BUTLER COMPANY 


7359 Cottage Grove Avenue, Chicago 











Vitallium provides advan- 
tages that have not been 
duplicated by any other 
metal, because it is the only 
true Cobalt-Chromium Alloy 
for prosthetic use. It is 
strong, light, comfortable in 
oral service. It is impervious 
to tastes and odors, immune 
to mouth secretions. 





THE BERRY-KOFRON DENTAL LABORATORY CO. 


409 North Eleventh Street St. Louis, Mo. 


*Trademark Reg. U. S. Pat. Off. 
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AMMONIACAL SILVER NITRATE 
AND FORMALIN 


(Howe) 


Now that the advantages of 
Ammoniacal Silver Nitrate 
for covering the entire field 
of tooth infection have be- 
come so well known, when- 
ever you want information 
for sterilization of cavities, 
treatment of exposed pulps, 


pyorrhetic teeth, pulpless 
teeth and hypersensitive den- 
tine ™ 


whether you want informa- 
tion on the materials and 
equipment which are used to 
the best advantage, write to: 


P. N. CONDIT 


Box 204, Back Bay. Boston, Mass. 


























The Heisler Technic 
ACCLAIMED 


By prominent students of occlusion a most 
outstanding contribution to modern and scien- 
tific denture construction. 


LABORATORIES 


55 E.WASHINGTON ST. PITTSFIELD BLDG. CHICAGO 











When X-Rays 
Tell the Truth 
... Patients Don’t 
Have to Pay the 

Consequences 





Good x-rays are, in fact, the most candid 
photographs possible to take. They always 
tell the truth—so your patient won’t have 
to pay the consequences. Made in our sci- 
entific laboratories by skilled operators, 
radiographs are properly angulated, cor- 
rectly exposed and developed, thoroughly 
readable. They frequently show conditions 
that patients never believed possible; they 
enable you to diagnose true oral facts with- 
out difficulty. For courteous, prompt, strictly 
ethical service you can send your patients 
to us with the utmost confidence. 





| PROFESSIONAL 


X-RAY 
LABORATORIES 


located 
offices 


31 NORTH STATE ST 
LOOP 13th Floor 

4707 BROADWAY 
NORTH >2) telond LONgbeach 7407 


733 WEST 64TH ST. 
SOUTH > 2) Halsted ENGlewood 8281 


1 N. PULASKI AVE. A ays 
WEST at Madison 








DEArborn 9198 














Owned and operated by Margaret S. Witter 
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e Announcement e 


JUSTI DENTA PEARL (PLASTIC) TEETH and the JUSTI ACRYNAMEL KITS, 
manufactured by H. D. JUSTI & SON, INC., are now on display and for sale at 
our offices. 

PRIVATE CLINICS are now being conducted, without charge or obligation, 
covering the technique relating to the processing of the JUSTI plastic teeth. 


CORALITE DENTAL PRODUCTS COMPANY 


MEDICAL & DENTAL ARTS BLDG. 
185 N. Wabash Ave. State 8588 Chicago, Ill. 























DISCRIMINATING 
DENTISTS 


Find that our Laboratory meets 
their most exacting requirements 


ASSOCIATED DENTAL LABS. INC. 


417-21 Ridgely Bldg. JOSEPH P. GAFFIGAN Springfield. Ill. 
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PORCELAIN Your laboralor 
JACKETS ° 

‘ work UGA... 


DENTURES * FINEST WORKMANSHIP 
* * REASONABLE PRICES 
CAST * FINEST MATERIAL 
REMOVABLES * QUICK SERVICE 
k * @ll this meana SCHNEIDER 


BRIDGE 
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white golds that you know and we know fulfill all 


technicians have been trained in the technics devised and developed 
by the leading manufacturers to get the most out of their particular 


materials. We have installed the most scientific 
the most scientific results. For example: Master 


the Jelenko Thermotrol, an instrument that provides definite control. 
We survey every partial with the Ney or Wills Clasp Surveyor devices 
that pre-determine the fit and accuracy of case design. We use the Dee 
Furnace for heat treatment. Successful restorations are made only with 
successful materials and successful procedures. You take NO CHANCE 


whatsoever when you send your work to Master. 
be right—because we know that it will be right. 


THe MASTER penta 


162 N. State Street 


It pays to use materials with 
a successful record of results . . . products that have been tried, tested 
and accepted by the profession over a period of time. That is why 
Master employs your preferred precious metal alloys—yellow golds and 





requirements. Master 


equipment to obtain 
casts electrically with 





We guarantee it to 


COMPANY 


Tel. STA. 2706 















The Niagara of Denture Adhesiygs 


OVER THE YEARS 


With the good will of the dentist, 
an unceasing flow of CO-RE-GA 
has gone forth from our manu- 








facturing plants to help millions 
of patients throughout the world 
gain confidence with immediate, 
partial and full dentures. 









WILSON’'S 


Bi CORNE-GALy 


(POWDER ESO) 







PLEASE SEND FREE SAMPLES FOR PATIENTS 
THE PERFECT ADHESIVE FOR DENTURES 


DOCTOR ! Dr. icaeapeclignnsidianateaibieiniabssiniees 














COREGA CHEMICAL COMPANY 
208 ST. CLAIR AVE., N. W. CLEVELAND, OHIO 


CO-RE-GA is not advertised to the public 





Do You Need Vacation Money? 


YOUR OLD GOLD 


To DEE & CO. for depend- 


able service and accurate returns. 


Gather up your polishings, 
bench sweeps, grindings, 
crowns, bridges, inlays, 
filings, and amalgam scrap. 


That is an easy way to raise 
Vacation Money 


Thru your dealer or direct. 


THOMAS 


DEE:CO 


REFINER § 


SS E. WASHINGTON ST. CHICAGO, 











